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For Iho Freo Cbristlau Commonwcoltb. 

Oiir Position as Cliiirclimcn— tho Posi- 
tion of the Kadicals. 

Our position, from which wo arc not 
to be driven, is that tho church is not 
a world power, and cannot, without in- 
fidelity to her interests, and without 
prostitution of her purposes and forces, 
be set apart to do tho work of earthly 
commonwealths. She has her work and 
they have theirs, and these arc indepen- 
dent the one of the other, and cannot 
he mixed without deadly injury to both. 
This proposition is plain and simple. 
It is old as the New Testament and im- 
pregnable as mountains of steel. 

In our controversy with the radicals, 
on this great subject, we have no politi- 
cal subjects to advocate, nor political 
parties to put up or put down. We 
stand upon church ground, and contend 
for church principles. But in defend- 
ing the church From all connexion with 
the State, we incidentally, but most ef- 
fectually defend the Stalte from evils of 
the gravest danger and greatest magni-' 
tude. Nor was there ever a period in 
tho historj' of the church, when this 
subject has forced itself so extensively 
and irrcsistably upon the minds of so 
many of the thinking, considerate men 
of a great nation. And the more any 
unprejudiced mind considers this Sub- 
ject in its nature, and then looks at it 
in its practical operations for the last 
five years in our own country, the more 
thoroughly he must be convinced that 
all unions and mixings of Church and 
State must be purely tho work of the 
great adversary. And all effort^ tp. 
smother this thing up, under ony pre- 
tensions whatever, is an infidelity toGpd, 
to his cau.se, and to his truth, which is 
shocking to contemplate in men pro-, 
fessing godliness. Had not theso men 
made their side of the qucMion a mis- 
erable partisan affair, which has blind- 
ed their eyes and stultified their reason, 
they would see with ptional penotra- 
tion and promptness the dreadful re- 
sults which their faith and, practice arc 
preparing for the wide regions of the 
world and the long ages of time". 

But tl !■ f ractical operations of States 
oontradi > '' .pry of radical 

ohurchn; :'■ ■■• as Christians, 

nor as f. ... . are taxed, or 

that ^a^'arc^ai'j.vi-j^ .,..1 §tate»duUe?; 
■arc done, and required to be done as 
citizens. Beyond this, the State knows 
nothing and requires nothing. This is 
all wise and safe. But just as soon as 
tho church comes along with her offi- 
cious intrusion into Stato affairs, the 
next step is the State’s officious intru- 
sion into church affairs. 

If a false idea, of the very nature of 
the church, did notentcrinto tho minds 
of men and ministers, it would not be 
possible that they could combine to 
seize her and put her to work to rouse 
the passions of men for mortal strife, to 
engage her with all her powers, in the 
deep and bloody agitations of martial 
interests and conflicts — to abstract her 
labors and attention from her own field 
— to lose her own strength and forfeit 
her just claims to tho respect and rever- 
ence of mankind. But these arc among 
the terrible and punitive delusions into 
which multitudes have gone with pre- 
pense velocity. 

But is it possible, that any Christian,, 
man dreams, that the church is to con- 
tinue to breed war, .to- he its prompt and 
steady advocate, and to sustain it in iril 
coming time? Boos any .body think 
that that is tho destiny of the- ohuroh ?, 
Yes, it -is even so. Upon what other 
grounds can it be, that churcji records 
arc claimed as perpetual and unaltera- 
ble? These acts, of which these recorils 
are the official statement,, made the 
Presbyterian Church, justeo far as they, 
could, one of the most thoroughly par- 
tizan powers, in war and politics, in all 
the land. And it is just and proper, 
that these records should remain unal- 
terable and everlasting upon the ground 
that they were right, spiritually, scrip- 
turally, and constitutipnally, not one of 
which assertions will stand a moment’s 
examination. But upon the necessary 
and troublesome presumption of our 
brethren, then those records should 
stand. 1st. They should stand to vindi- 
cate the church against tho example and 
instructions of Christ and his official 
disciples. They were not of sufficient 
breadth of thought nor churchmanship. 
2d. They should stand, to vindicate tho 
church against the obsolete idcaj that 
Christ’s kingdom is not of this world? 
3d. They should stand to overthrow our 
Confession of Faith, and to shotfr fo the' 
world that bonds and professions are but 
the trumpery of past ages. -4th. They 
should stand to the rofutationr and de- 
rison of the old idea, that the church is 
a great peace power in the world;. but on 
the contrary, that she is a great power 
to generate and sustain the elements of 
war and bloodshed. 6th. They should 
stand, to prove to mankind, that the 
church contemplated war as a Qhristian 
method of settling the great questions 



of national dispute. 7th. They should 
stand, to celebrate the war spirit of tho 
Presbyterian Church, and to encourage 
her in all future time to pursue the same 
course. 

This will thoroughly identify the 
church and war, and prove to all future 
enquirers the wish and animus of her 
present spiris. The continuance of theso 
records implies the continuance of the 
war spirit, and the expectation that in 
future years, it will glorify the present 
actors in these dark and bloody scenes. 
That men should have done wild things 
in tho hour of frenzied excitement, 
seems not so etrange, but that they 
should wish to perpetuate records, hand- 
ing themselves down to posterity as the 
aiders and abettors of blood, carnage, 
politioal and martial partizanship, is but 
the perpetuation and deformed manifes- 
tation of the same spirit of madness to 
which God has from the beginning giv- 
en them up. 

Some of them must surely be aware, 
that Christianity has been set up in this 
world, not for the promotion of war, 
but for its destruction. They must sure- 
ly know, that in tho progress, purity, 
and brightD0.«8 of its coming, it will 
consume the very spirit of those records 
and condemn to everlasting shame the 
war spiritand war conduct of the church. 
To tho glory of infidelity, and to the 
honor of its highest achievements, and 
to tho utter confusion, dismay, and 
overthrow of Christianity, the epeeohos, 
deepest died in blood, and the loudest 
and most infuriated cry for vengeance, 
havte been uttered by professed minis- 
ters of the go.spel. ’iVe say it with 
shame and utter it with humiliation. 

But if, in the contemplation of the 
church, the war spirit is to be chcrishod 
and perpetuated in tho church, and if 
it seeks to immortalize itself by records 
of blood, will not the world soon begin 
to enquire whether Christianity is not 
after all, a mere spurious pretender to 
pence, but a real promoter and support- 
er of war among the nations ? Men will 
have to revise their opinions of its na- 
ture, its power, and its benefits. That 
Christ’s kingdom is not of this woj-ld. 
will have to be sot down as .*■ a 
'Ihat men arc tq beat their sw tr o 
plowshares, and their spears - >; ’' 
ning ndoks, and that they sho-i».a h-j • 
war no more, will have to be regarded 
as an old prophetic error. 

But the church in tho future, anima- 
ted and indoctrinated, and encouraged 
by the acts and prestige of the past, may 
be expected to watch with all diligence 
for cause ef quarrel, and to sound the 
alarm that the nation or party may pre- 
pare itself for the conflict. And wher- 
ever loyalty may bo suspicious, and 
wherever energy and military decision 
may be at fault, tho pulpits and church 
courts, with their expulsive discipline, 
will operate like whips and scorpions to 
bring delinquents to their political sen- 
ses. The church, having assumed tho 
ground of a political power, will have 
to stand firmly to her political duties. 
If she undertakes to punish men for 
false polities,- she will necessarily have 
to teach them what is right. This again 
will necessarily turn preachers into law- 
yers and Statesmen, such as they would 
be, ttnd chnrchca into lecture rooms of 
’Constitutional law. 

Thd benefitsarising to the State, from 
this condition of things, would bo great 
beyond all conception. What a relief to 
wearied and worn' T)Ut cabinets and 
stateS'mefi, tq find great points of poli- 
tics determined by the infallible decis- 
ionsj of the church? For’ surely it is 
oily upon the ground of infallibility 
that tho church can afford to go into 
politics. With this light in her hand, 
and thi4 power Over human minds, she 
will go forth ak the dictator of all po- 
litical plans and pblicles. Banks, boun- 
dary questions; tariffs, home and foreign 
policies, and all things great and deep 
belonging to the affairs of State will be 
decided by this high tribunal, in which 
humility is pre eminent and mistake 
impossible. 

Weak and captious minds may doubt 
tho capacity of church courts for such 
matters. But surely none but seces- 
eionists can doubt, where the evidence 
is so clear. That this infallibility should 
be liable to fall to pieces, and to be di- 
vided antagonistically in many frag- 
ments, all ha-ving their political prefer- 
ences, and all contending stiffly and de- 
terminatcly for them, may not be regard- 
ed a? a very clear proof of infallibility. 
But still it must be, great as the diffi- 
culty is in believing it, it seems still 
more absurd to think, that the sound 
sense and piety of the church would 
risk the shocks, divisions, and calami- 
ties of such a cour.se, without the hopes 
and guidance of infallibility. To have 
her political decisions overthrown by 
time, and mocked and scorned by par- 
ties, broken, shattered, and deceived by 
her, may not comport with her truth 
and dignity. 

But the captious and disloyal intimate 



that it would be better to get up a battery 
of political infallibility at Washington, 
than to rely upon tho fragmentary and 
conflicting infallibilities of the church. 
They go so far as to say, that the rend- 
ing apart of groat religious bodies, is 
tho rending apart of tho nation, and is 
rather a poor evidence of infallible loy- 
alty. Contrary to the General Assem- 
bly and its records, they impertinently 
assert, that tho church is a spiritual 
body, having neither fitness nor design 
for interfering with things pertaining to 
the Commonwealth. They even say it, 
and publish it, to the rapid spread of 
the sentiment, and to the damage of our 
extra loyalists, that they are the worst 
enemies of Church and State. They arc 
so unreasonable as to have no confidence 
in church politicians, who twist the 
strands of Church and State into a sin- 
gle rope. They persist in a growing 
idea, that such men are neither loyal to 
Christ nor Cmsar. But these are the 
.antiquated notions which men retain by 
holding on to the New Testament, to tho 
Confession of Faith, and the spiritual 
nature of tho church. This old doctrine 
of the Confession would make the church 
as disloyal as Christ and his Apostles. 
As they took no part in political affairs, 
nor seemed to know that war existed in 
the Homan empire in their period, so 
all snch narrow views and disloyal con- 
duct are altogether unfitted for the great 
opinions and flashing glories of church 
politicians in these last days. 

Besides, if the church is to be kept 
from all political deeds, agenoies, and 
engagements, where is there any outlet 
for the exercise of the loyal ambition of 
preachers? How could a professor of 
theology abandon his post and rush 
into the affairs of war, politics, and con- 
ventions? How could he have had it 
inscribed upon his tomb-stone, I left all 
for Cu'sar. 

If the churoh is to bo limited to things 
spiritual, how Ls the dull round of min- 
isterial monotony to be broken ? How 
can the lovers of Cicsar, more than the 
lovers of Christ, find a theatre suited 
to their tastes and abilities? How can 
small men become great, and how can 
great men magnify their magnificence 
How cam great ^uominatioBS risc*t^^' 
the eminence of great political and pat- 
riotic distinction ? 

These are things, neither to be forgot- 
ten, nor abandoned by men, who make 
the church an instrument to glorify 
themselves, and who leap with avidity 
on to the theatre of politics, the mo- 
ment that it becomes most promising to 
their covetousness of fame. 



nor any of his party attempting to pre- 
serve order. When Mr. Corry took his 
seat Doctor Anderson spoke in reply, and 
the utmost order prevailed, no one in- 
terrupting him at all; sodid all thespeak- 
ers on his side. After an hour was spent 
in this way, conceding the right of protest 
to their opponents, the Anderson party 
organized the meeting by electing G-en- 
eral Wade to tho chair. 



and. countless reproaches upon them, of the original rectitude of our cause 
may be such as bccometh tho gospel of! remain the same. When, therefore, we 



„ Votes. 

Mr. C. J. Rogers received 51 

William Phillips.., 

J. C. Culbertson "52 

James Johnson 

William Baird, sin "37 

Doctor AV. Smith | 2 ‘.) 

One of tho most noticeable features of 
the proceedings yesterday was the extra- 
ordinary conduct of a majority of the. 
woinen present, from whose sex and pro- 
fessions of CJiristianity, decorum, at 
least might be expected. They seemed 
to have no idea of an organized meeting, 
and from their seats indulged in all man- 
ner of interruptions and abuse of the 
speakers whose views did not harmonize 
with their own. We have attended ma- 
ny violent and turbulent ward meetings, 
when the “roughs” were present, but 
never did we. witness such indecent be- 
havior and outrageous conduct as by 
those so called Christian women in one 
of tho Icading'churches of this city. It 
was the common remark that no better 
argument coujd be offered against fe- 
male suffrage than their behavior. 

Every thing was quiet and serene; no 
indications of the coming rage and con- 
fusion like Ccdlam was discernible, un. 
til a motion was made to organize by 
calling Doctor Anderson to the chair. 
Mr. Corry objected to this nomination on 
tho ground that the reVerend gentleman 
was not eligible This created a general 
furor, arousing the Christian indignation 
of General Wade and his fellow-sisters 
in tho Lord to such an extent that ho 
and they cried out, “send for the police 
and remove this man who is disturbing 
the peace of the meeting.” A ready 
lackey sped to his bidding, and soon re- 
turned with a policeman. Hissing, vi- 
tuperation and abuse were hurled upon 
the speaker, wbo maintained his title to 
be heard by a tdgorous ajipeal to the rulet 
and canons of tho church. The police- 
man arrived at the scene of combat just 
as Mr. Corry nominatcrl and pot to vote 
the name of Mr. Thacker for chairman, 
and declared the vote in the negative. 

Our chief, purpose in citing this re- 
port is to call attention to the great truth 
which unfortunately seems to have fall- 
en out of the coDseiousDcss of tho con- 
gregations; that office-bearers in Christ’s 



secular ‘•eleetio-Ds” at a. ■ but called ef 
Christ to their office, by^liis Spirit mov- 
ing the hear> 'ha congregation to 
ex- ’ ’ 'xa. They derive 



Christ. 

Forget, if you can, how they feel to- 
ward us ; and their lamentations over 
Zion’s desolations, and their anxieties 
for tho future — their appalled interpre- 
tations of the signs of the times — can 
not but move your sympathies. I ex- 
tract, for example, a paragraph from a 
letter I received last week from a cor- 
respondent in the ministry, in the far 
West : 

“ I feel sadly sometimes when ^ con- 
template the state of the church. It 
seems to me that Christianity is losing 
ground, or, at best, barely keeping pace 
with the increase of population. Vice is 
on the iuc^ase, and scepticism is par- 
alysing the iiiiml of the masses. It is a 
notorious fact that the pulpit is losing its 
power. It seems high time for Christians 
to awake out of sleep.” 

Tho conolusion he comes to is that 
theology must undergo some modifica- 
tion, to be brought into harmony with 
“ human experience and observation.” 
Judge him not for liis thoolog y harshly. 
Bather pity tho ca’n '' ..i oainful 
struggles of a ' ‘ -l 

I^ can hardly be ii; : . c.cmiug in the 

pretent temper of i‘.e eRurch which in- 
clines me to the conviction that there is 
a stir among tho faithful of our God 
here, a^^doepening earnestness of desire 
for revival blessings. The initial week of 
the year was very extensively devoted 
to special prayer with this in view, and I 
know of several churches, fir apart, 
and suppose there arc very many more, 
in which these exercises have been con- 
tinued more or less fully since. The 
preaching I have been privileged to hear 
since coming North has been of a more 
spiritual character than I liad dared to 
hope for, and it is comparatively seldom 
that I am forced to listen to any thing 
specially offensive. The truth is, the 
discovery has beeu made that, in the 
language ef one who could speak from 
experience, and that in an Old School 
churoh, “ This political preaching docs 
not pay." 

That K final in this climate. 

Let us postpone as far as it is for us 
to do so, all questions of strife between 
us and them, and recognise our common 
interest in the petition we and they pre 
fer at the throne of our one Lord and 
lledecmer : “Lord, revive thy work.” 

Exile. 



Scad Church ffolugs In Cincinnati. 

Seldom have wo read with more pain 
any thing pertaining to these disjoint- 
ed times than the following account in a 
secular paper of proceedings recently 
had in tho First Presbyterian Churoh, 
Cincinnati, in connection with the elec- 
tion of elders. We know nothing of 
the parties to the transaction,^ or of the 
nature of the issues involved, beyond 
what we gather from the face of the re- 
port here made. Wo take it for grant- 
ed, however, that some of the usual 
trickery of the unscrupulous partizans 
now in power in the church to get con- 
trol of congregations and church prop- 
erty lies at tho bottom of the trouble. 

The contest appeared to be for the bal- 
ance of power. The session being com- 
posed of two elders gener.ally opposite in 
their views, it became an importantques-' 
tiou to increase the number. The Thack- 
er party nominated James Johnson, Wil- 
liam Baird and Dr. H. Smith. 

C. J. liogers, Wm. Phillips, J. C. Culbert- 
son were thecandidates of the Wade par- 
ty. On the present occasion there were 
two questions at issue. 

1. Who were entitled to vote for Elders? 

2. That the meeting was illegal. 

The Thacker party contended that per- 
sons holding sittings in pews, persons 
baptized into the church, as well as regu- 
lar communicants, were entitled to vote. 
The Wade party denied that any but 
communicants had a right to be present, 
much less to vote. The Thacker party 
contended that the meeting was illegal, 
because not called by a quorum of the 
session as Required by the church discip- 
line. This was denied on the ground 
that the pastor in charge had a controll- 
ing voice. 

Dr. Thacker declared that he was pres- 
ent at meetings of the session on Friday 
and Saturday previous, and that no mo- j 
tion was made, to call a meeting for the 
election of Elders; and that Wade and 
Anderson had, at some date later, con- 
spirator-like, planned the present meet- 
ing, without authority and in indecent 
haste. 

The discussion was conducted, on the 
part of Mr. Corry and Thacker, with tlie 
most praiseworthy decorum, while the 
women, and most of tho men of the 
Wade party, conducted themselves in a 
most di.Sgraceful and unchristian manner 
Their chief aim was to silence all discus- 
sion. The debate had scarcely com- 
menced when they called in tho police. 
Mr. Corry declared that he was born and 
reared in the church — being baptized by 
Dr. Wilson. Some woman cried out “you 
are none tho better for that; ” anotlier, 
"Put him out.” AVomen even cried out, 
"Knock him down; don't allow him to 
speak — he is a Copperhead." One hiss- 
ed, "I would like to scratch his eyes out;” 
another, “Is Dr. Wilson a God? You 
are none the better for being baptized by 
him. ” 

lie spoke on during a continual assault 
of the most offensive insults and imper- 
tinent interruptions. Doctor Anderson 
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’ the people, as 
to, ^ut 'Trom 
of scheming, 
and electioneering r-J strife in connec- 
tion with this call of elders, deacons 
and pastors to office in the church, al- 
ways seemed to us blasphemous and 
marking the last stage of spiritual de- 
cay. 

The reporter whom wc cite, thinks 
that the tho indecent behavior of tffip 
women on this occasion is a strong ar- 
gument against what he would call tho 
exercise of suffrage by them. But the 
true difficulty lies back of the excited 
meeting, and this indecent behavior at 
it, in the caucusing and array of par- 
ties for an election befuro the meeting 
instead of the preparation by earnest 
prayer for the high solemnity of becom- 
ing tho channel of a call from the Holy 
Ghost at tho meeting. When the min- 
isters and leaders of the congregation 
60 utterly pervert .Uhrist’s Holy ordi- 
nance for calling the office-bearers of 
his house, as to barrow all their ooncep- 
tious of the nature of this proceeding 
from town meetings and caucuses to el- 
ect a Constable or an alderman, do won- 
der the poor women should mistake the 
nature of the proceeding, and give way 
to feeling and excitement. If it is an 
argument against fomalc communicants 
constituting part of the Assembly 
through which the Holy Ghost shall 
call an elder to office, that in this ease 
they gave way to excitement, is it .any 
the less an argument that men should 
not vote either, seeing that, according 
to the reporter himself, one of them 
gave another the lie, and another tried 
to knock Mr. Corry down; and another 
old man in6iilted him ? 



Kespohsc of Sontlicrn Presbyterians to 
their fnliimnlators. 

The Southern Prcsli/lcrian, (N. C.) of 
Feb. 8th, after citing the efforts of the 
Apw York Olserver^and the Freshyterian 
to persaatZe Northern Christians that tho 
Southern Churches and particularly 
Southern Ministers arc “disloyal,” pro 
oecds to make the following clear and 
vigorous .statement of their true atti- 
tude : 



The Eight Spirit. 

The New York correspendent of the 
Soathem Freshyterian, under date of 
January 28, indnlge.s in the following 
refleotions : 

Oar churoh then has so far as I can 
Bee, pur.sued the only course open to her, 
that of separate organization, leaving it 
to the Judge of all to determine where, 
must lodge the guilt of schism. 

Yet, brethren of the South, you need 
not bo reminded that this has not dis- 
solved all relations between them and 
us. Such of them as are Christ’s — and, 
thank God there is no reason to doubt 
there are many,— bitWrly ns they feel, 
and unbrothcrly as is' their bearing to- 
ward us, are still our hrethreu, and tho 
same Spirit that has made both ua and 
them of the one body, will yet make 
them see tho wrong they have done ua. 
It is a worthy ambitition to desire to 
hasten the coining of .that time. It is 
mine as I endeavor to say all the kind 
things I can 0 / those who have put 
me under a ban, and have practically 
wrested from me the commission my 
Master gave me ; and * > those lor whom 
it is my most anxious j irayer that their 
bearing toward them th at cast them out 
of their synagogues and heap nameless 



Wc have often wished that these edi 
tors could understand hew strangely 
these charges and insinuations fall upon 
Southern cars, and perhaps not less so 
upon tho cars of many good and dis- 
criminating men even at their own doors 
While upbraiding us for standing aloof 
from the Northern Churoh, not the 
slightest allusion is made to the fact 
that that church itself has by various 
acts compelled us to take up and main- 
tain an attitude of independence. The 
door of ro-adniission has been violently 
closed in our faces, and then wc are rc- 
proaohed for remaining outside. As a 
Christian body, we have virtually been 
excommunicated, and gre then reviled 
because we do not sue to be readmitted. 
The OLferver has Jaintly hinted that 
when we adopt tho Northern views of 
secession and slavery — in other words, 
when we arc prepared to swallqw the 
dose offered us by the Pittsburgh As- 
,scTnbly, all obstacles to Our restoration 
will bo removed. Noat, on this subject 
—waiving for the timeall consideration 
'of the right of ecelsiastioal courts to ex- 
amine us as to our political A'iewa — xrc 
propose to speak with all plainness, for 
in no other way will our true position 
ever be righlly understood by the 
NortJicrn people. 

The IMttsburgh Assembly, if we have 
any right coheeptiou of its deliverances, 
requires Southern Christians tp confess 
that secession and slavery arc sins in 
the sight of God, and must bo repented 
of, before they can be restored to fellow- 
ship with their churoh. . Now, V70 affirm 
most emphatically, that Christian men 
of the South can do neither without per- 
juring' their' consciCnilOs in the sight of 
God. Their relations to tho United 
States Government, they freely admit; 
have been changed by the results ot tho 
war, but their convictions of tho justice 
of their cause are unchanged. 

■Southern men, if we know anything 
ahbut the heart of the people, were ac- 
tuated by no more vludictive feelings 
toward the North. They were contend- 
ing mainly for the right of self govern- 
ntont — a right which the Northern peo- 
ple would, under almost any cirenrastan- 
ccs, maintain to the last extremity. The 
swoiiL however, has decided the ca.«o 
against us, and wo bow with unfeigned 
submission to that Providence which h*s 
re-established the United IStates Gov- 
crnmeBt over the whole country. The 
same principles which made us faithful 
to the Confederate Government while it 
exercised power over the South, will 
m^w make us yield every obedience to 
the United States Government, whiob 
has been rc-establisbeJ in its place. 
Nay more; wo sincerely believe that 
Southern men will bo more steady in 
their adherence to this Government, if 
it is wisely and impartially administer- 
ed, than Nerthurn men Ahemselves will 
be ; and for the simple reason 
Southern men have always clung more 
tenaciously to constitutional principles, 
whilst Northern men are strangely prone 
to resolve every thing into the popular 
will. Be this as it may, our convictions 



arc Called upon to renounce our course 
as sinful in the sight of God and to ho 
repented of, our feelings are shocked. 
We feel that we are called upon to play 
the p.irt of the hypocrite. 

Nor is the case different in relation to 
the matter of slavery. The question 
may be asked, what is the nature of that 
slavery of which we are reiiuired to re- 
pent? If it is what is tcchically term- 
ed American slavery, then the Assem- 
bly has stultified itself by contradicting 
its own past deliverances, especially that 
of 1845, where it i.s roundly affirmed 
that this same kind of slavery is no bar 
to church fellowship. If it is slavery 
in general, or in the abstract, that is 
meant, then the Assembly places itself 
in direct conflict with the Bible, which 
not only tolerates, but regulates it as 
an existing institution. Nay more; 
those who take this ground are on the 
broad road to infidelity, and from such 
we arc commanded “to Avithdraw our- 
selves.” As to tho abuses of slavery, 
Sntlhern Christian men have not only 
reyrcUcd and mourned over them, hut 
they have done all they could in the cir- 
cumstances of the case to rectify them. So 
far ns ice ourselves are concerned, we are 
glad that the institution is overthrown. 
H’e feel that joe have been emancipated 
from an onerous and intolerable burden, 
without incurring any responsibility as to 
the future destiny of the negroes. To- 
toards them, however, loe haver no unJtind 
feelings whatevt r. They have served ns 
faithfully in years that are gone by ; in 
the bloody conjlict from which we have 
just emerged, the gnat body of them ad- 
hered with singular fidelity to (heir mas- 
ters ; and even now, theif would cling (0 
the whiles at their best friends, if it were 
not for external in fluences brought to hear 
upon them. We shall, therefore, do all 
we can to promote both their spiritual 
and temporal welfare. NotAA'ithstanding 
all this, however, our former views of 
tho lawfulness of slavery are unaltered. 
We have no compunctions of conscience 
for having held them in servitude. They 
were placed by the providence of 
God under our care, and if we did not 
do all that might and ought to have 
been done to promote their welfare, we 
at least tried to regulate our deport- 
ment toward them by the word of God. 
Wc have nothing to repent of, therefore, 
in relation to this particular matter. If 
our Northern friends really wish to ef- 
fect a re-union, they must adopt other 
means than those proposed by the Pitts 
burgh Assembly. 

But unfortunately, tho above are not 
the only obstacles that have been thrown 
in tho way of re-construction by the 
Pittsburgh Assembly. Not content with 
having misrepresented, calumniated and 
excommunicated us, they have openly 
avowed their purpose to invade our 
churches, and sow discord among our 
people. If this is not tho purpose of 
the scheme of evangelization which they 
propose to carry on in our boundaries, 
we know not how to interpret the plain- 
est language. According to the pro- 
posed plan, churches are to be organised 
within our bounds wherever discordant 
elements enough can be found to do it; 
Presbyteries are to be formed, even if it 
should bo jieccssary to carry ministers 
out of tbeir proper boundaries to effect 
it ; and church property, wherever a 
legal claim can be established, is to be 
seized and appropriated to tho uses of 
this unrighteous usurpation. In short, 
every thing was done that could be, to 
insult and humiliate Southern Chris- 
tians. Not a word was uttered, so far 
as can be remembered, to palliate and 
extenuate the supposed faults of err- 
ing brethren. It was war, and nothing 
but war, to their extermination. Is it 
strange, therefore, that Southern Chris- 
tians should stand aloof from those 
who breathe out only threatening and 
slaughter against them? Would they 
not expose themselves to the charge of 
hypocrisy, and at the same time, become 
oontomptible in the eyes of tho world, 
if- they were to seek re-union with the 
Northern Church under such circum- 
stancc.s ? Verily, if there is schism in 
perpetuating the separation of the two 
branches of the church, the sin lies at 
the door of the Northern Assembly, and 
not at ours. 



So in regard to Saul, God repented 
tiat he had made him King of Israel. 
He now changed his administration to- 
ward that monarch. 

Repentance, as applied to God, is one 
of those Scriptural terms, that arc spo- 
ken after the manner of men and ac- 
commodated to their weakness and their 
modes of thought. In man it means 
two things, 1st revolution in mind, and 
2nd revolution in conduct. In God, it 
means not revolution in mind, but revo- 
lution in conduct or administration. 

A comparison of scripture with scrip- 
ture compels us to this just and consist- 
ent conclusion. It relieves the Bible 01 
the false charge, that it makes God a 
mutable being. It is from the Bible es- 
pecially that Avc learn the eternal im- 
mutability of God. If we had no book 
but common history we might come to 
a different conclusion, or to one wholly 
unsettled and unsatisfietory. 



For tlw Freo QbrieiiiAD CoQiinomveaUh. 

Urpentance of Hod. 

In several pl.aocs of the scriptures, 
God is spoken of as repenting. He is 
said to repent that he had made man up- 
on the earth — that ho had made Saul 
King, etc. But it is also said that he is 
not man, that he should lie nor the son 
of man, that he should repent. I am 
tho Lord I change not. With God there 
is no variableness neither shadow of 
turning. When God i.s therefore said 
to repent, it cannot mean exactly what 
is meant when man is .said to repent. 

One of tho radical meanings of re- 
pentance is an alteration of cjonduct, so 
when God said it repented him that ho 
had made man upon earth, he thus cx- 
presseil the alteration of his conduct 
toward him but not any change in the 
divine will or purpose. That remains 
the tame yesterday, to-day and forever. 

What God did in the instances men- 
tioned, is a clear explanation of Avhat is 
to be understood by repcataacc as ap- 
plied to God. AVo liavc said that one 
of the attributes of repentance, was a 
change of conduct, but not of mind. 
God now changed his conduct toward 
that I the antodcluvians, as the history mani- 
festly shows. In this sense ho repented, 
that is, he changed his administration 
but that was only a part of his eternal 
purpose. 



Christian Union on Common Sense prin- 
ciples. 

The movement of the Cleveland Con- 
vention to which wc called the attention 
of our readers last autumn, seems to be 
propagating itself in New York this Avin- 
ter in a series of “Union Sermons"’ in 
churches of several denominations. Wo 
find in the Central Presbyteridn of Mar. 

1st tho following oouimon sense remarks 
on tho subject in connection with a 
ticc of a union preaching at which 
Chancellor Ferris” took part, and a 
sermon of Dr. Vermilyc : 

We have generally noticed that w’ : 
Christians most carefully study to be 
quiet and to do their own business in 
tho blaster’s vineyard, they arc most 
powerfully and harmoniously drawn to- 
ward each other: and then when for any 
practical purpose, they meet face to face, 
it is to act and not to preach union. 

AVc have heard the most beautiful dis- 
courses of platform charity from those 
who very soon afterwards proved that 
they had no other kind of this heaven- 
ly virtue, or not enough to keep them 
from biting and devouring brethren ; 
whom they had so sweetly caressed. , ■. 

When men begin to give to any doc- 
trine or fruit of Christianity, that im- . 
portance which makes it for them a ncAV^ 
Gospel, wo tremble for the ark. Here 
is room for pride, passion, and prejudice..! 
to display themselves. We shall havo^, 
shibboleth and sibboleth, hard knocks , 
and hard words, indignant ehSfcpionb 11 ™ 
the name of truth and love, scattering 
firebrands, arrows and death arov. 
land, till men exclaim, “ 0 charity, 
what crimes arc perpetrated in thy 
name. ” 

It is very remarkable that, whereas, 
when the ministers of Christ preach the 
Gospel with a view to save tho souls of 
men, they address themselves to the 
wicked in kind and affectionate terms, 
the same ministers, when they bcoome 
the champions of a particular dogma, to 
which they require the assent of other 
Christians, do so often exhibit a differ- 
ent tem'per and style of speech. Dr. 
Vermilye, who would no doubt preach 
lovingly, as becomes a disciple of the 
meek and lowly Saviour, to publicans 
and harlots, dismisses all this when he 
endeavors to convert his brethren. In 
deliver! ng the first address in the Churoh 
of the Messiah at this “ true Christian 
Union” meeting, he is found “inveigh- 
ing with great force against the bigotry 
of those who Avould refuse Christian 
intercourse with those holding the great 
doctrines of evangelical religion.” He 
charges that an Episcopal clergyman, 
who refused to exchange pulpits with a 
Dutch Reformed pastor, and violated the 
first law of the Gospel. He calls upon 
the Protestant Brotherhood to band 
themselves together against a common 
enemy, “ an abominable spirit,” which 
he finds not in the world, nor in tho 
Romish Church, but amongst Protestant 
Christians. He waxes warn Mows 
with righteous indignation, 

“ I cannot and shall not submit ;” be is 
no longer a messenger of peace ; he is a 
fierce warrior, cased in rude armor, 
throwing aloft his glittering sword and 
breathing defiance and destruction to 



those whom it is the design of Chris- 
tianity to bring together Avith him into 
the same fold by all the appliances qC 
gentleness and love. Those who hear 
him wit-h delight are titled with the 
spirit of strife, while those who dissent 
are repelled; they cannot be attracted 
by such an exhibition of bitterness,- 
although it is all in the name of Union. 



For tho Free Chriotien C»mmonw-alth. 

Columbia Thcologlc.al Seminary. 

This time honored Seminary is the most 
prominent of all similar institutions at 
the South. Very many able and useful, 
laborers it has sent forth, a blessing to 
the church. Eight States, wholly, and 
two, partly, have been and are, depend; 
ent upon it, for their supply of Ministers 
of tho Gospel. The importance of sus- 
taining such an institution cannot 
overestimated. Its resources are no., 
sadly diminished. No other object can 
make a stronger appeal, for support, to 
its friends, and to all who have at heart 
tho welfare of the kingdom of our Lord 
Jesus Christ— for no other is more valua- 
ble and important than this. 

Contributions, which will be gratefully 
received, may be sent, by express, to Rev- 
Prof. AV^oodrow, Theological Seminary, 
Columbia, S. C. Alumxps. 



Tho Bible, so little in bulk like the 
five barley loaves and the two fishes, 
what thousands upon thousands has it fed 
and will it feed, in every ago, in every 
land of Christendom to the world’s end- 
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Present State and Movements of Parties 
In the Ihui-cli. 

The signs of preparation and move- 
ment in the various Church parties — or 
“ cliques,” as the 7Vesi^tcri'an denomi- 
nates a party three-fold as numerous 
and reputable as that which he is at last 
deserting — indicate an intention, on the 
part of the pseudo-conservatives, at last 
to “ deliver battle,” to their Radical an- 
tagonists ; and, on the part of the latter, 
a purpose, having slralegized their ene- 
my into an untenable position, to make 
a bold effort to complete atoue blow the 
campaign begun in 18G1. 

Those of us who, from the first, plant- 
ed ourselves on tho Scriptures and our 
standards, refusing all compromise with 
tho semi-infidel fanaticism which, under 
the seductive guise of “Loyalty,” sought 
to seduce our church from tho platform 
of the fathers, and incite tho mob 
against the friends of truth ; who nerv- 
ing ourselves to patient endurance of 
tho storm of obloquy, reproach and 
falsehood that burst out upon us, ex- 
posed the treacherous purposes of the 
leaders of the apostasy, and pointed out 
the inevitable consequences of giving 
place to them even “ for an hour and 
who struggled against the disruption 
and disintegration of the church of our 
fathers to which we had given the ener- 
gies and enthusiasm of our youth, until 
tho traitor demagogues by their misera- 
ble falsehoods seduced the Assembly of 
1865 into making the gulf of separation 
impassable — are now in a position to 
contemplate somewhat calmly and im- 
partially the issues involved in tho ap- 
proaching conflict between the pseudo- 
conservatism in its various degrees of 
Btedfastness to truth, whose policy is to 
resist only after it is hand-cufied, and 
the Radicalism of various degrees of 
rampancy which battles for final pos- 
session of the church. 

Of course our sympathies are with 
our conservative brethren, and more 
generous toward them than they have 
been toward us, while wo decline to go 
into battle under their lead we shall 
render every assistance as “ an outside 
friend.” We pretend not to be neutrals 
in the conflict ; for one of tho parties 
holds many truths of “the like precious 
faith with us,” and have erred chiefly, 
in letting their political zeal get the bet- 
ter of their Christianity, and their de- 
sire toYvoLd trouble and abuse to out- 
weigh their sense of duty to Christ’s 
truth. Wo shall endeavor to forgot how, 
when we went into the battle at the only 
time and on the only ground on which 
victory could be won, they not only de- 
clined to assist us, but bought their 
peace of tho common enemy by joining 
in the hue and cry against our rashness, 
our extreme views, our fierceness, &c., 
&o. It is due to candor, to say, how- 
ever, to our conservative brethren, so- 
called, that bad an opinion as they af- 
fected to have of our wisdom in 1861-2, 
wo have had a still worse opinion of 
their wisdom, and events more than jus- 
tify our opinion. They Lave affected to 
be afraid of us ; but we have been, and 
are, still more afraid of them. They 
have deprecated, what they wore pleas- 
ed to call, our extreme views and un- 
compromising spirit, but still more ear- 
nestly have we deprecated their time 
serving policies, their timid enphemisms 
for essential errors, and their sacrifice 
of intelligent convictions concerning 
the spiritual nature of Christ’s kingdom 
to their fears of the mob clamor, or to 
their miserable political prejudices. 

Nevertheless there arc intelligent, 
rightminded Christian brethren, with all 
their timidity and time-serving, and 
genuine friends of Presbyterianism. — 
Some of them will come out courageous- 
ly at the burial, like Nioodemus and 
Joseph, if it comes to the burial. 
And all of them are such as every true 
friend of the church must desire to sec 
successful in the approaching conflict 
with the coarse, stolid, ignorant and 
conceited Jack Cades who arc seeking 
to inaugurate the Millennium of fanati- 
cal tenth-rateism in the church. 

■ Any analysis and classification of the 
present state of parties in the church is 
very difficult, by reason chiefly of the 
complex issues involved in the contro- 
versy, and the differences of opinion 
and prejudice in the same party concern- 
ing tho relation of our church : First, 

to the Now School body; secondly, to 
the Southern Churches ; thirdly, to the 
non-political orthodox party still left in 
the Church ; and fourthly, to the former 
platform and spirit of the Church be- 
fore the war. For the purposes of illus- 
tration, however, disregarding some of 
the cross lines, we may classify parties 
into these tix: 1. The non-political or- 
thodox party represented by the Decla- 
ration and Testimony and similar pro 
tests. 2. The semi-political conserva 
tive party of principle typified in Dr. 
Hodge. 3. The Gallio conservative, or 
party of no principle, typified in the 
recent lusus eedesia: at Chicago. 4. The 
Radical excision party of Dr. Breckin- 
ridge. 5. The Radical Anti-New School 
party of Pittsburgh. 6. The Radical 
New School party of Cincinnati, with 



having at the expense of no little oblo 
quy and denunciation, taken their stand 
on the old foundations, and discharged 
their conscience by bearing their testi- 
mony when further struggle was useles.®, 
they will not care to enter very earnest- 
ly into a contest in which they cannot 
possibly gain anything beyond a feeble 
recognition of a part of the great doc- 
trines for which they contend. Their 
chief danger will be from allowing them- 
selves to be misrepresented in the Gen- 
eral Assembly — worse by far than not 
being represented at all — by the log-roll- 
ing and strategy already resorted to for 
controlling the Spring Presbyteries ; 
from being tempted, by their zeal to 
help their semi-political-conservative 
friends, and to damage their radical ene- 
mies, into some compromise Janus-fa- 
ced utterance which may blur, and ren- 
der of no effect their previous noble 
testimony for tho truth ; or from being 
intimidated by threatenod Bulls of ex- 
communication into silent acquiescence 
under the high-handed rule of the apos- 
tate radicals. That they are feared as 
the real conservative power in tho 
church is acknowledged by their ene- 
mies, in their affected hope that they 
will leave the church. Tho Lord having 
granted them grace to act with so much 
wisdom and courage in time past, we 
may the more confidently trust that 
wisdom will bo given them from above, 
to enable them to make the best use of 
their position in tho coming conflict. 

2. The scmi-political conservative 
party of principle are keeping very qui- 
et to outward appearance, but, we think, 
are none the less determined in their 
purpose than their blustering antago- 
nists. We have had repeated intima- 
tions from the East, of the great confi- 
dence felt there of being able to restore 
the ohurch to her old foundations at 
the next Assembly. Wo hear it as com- 
ing from one in a position to know some- 
thing of current opinion in the East — 

“ That he has yet to meet with the first 
man of any intelligenre, who approves 
of the doings of 1865.” AVe rejoice in 
this spirit of confidence ; and would be 
disposed to augur well of tho success of 
this party, but for our fears that it may 
rest content with some mere pitiful con- 
cession of a change of form in uttering 
tho heresies of the last tive years and 
in giving them application. 

3. Of the third party — the Gallio 
conservatives — who lack either tho in- 
telligence to comprehend the great 
truths involved, or the conscience to 
care for them, if they did, we have no 
need to divine the purposes. They have 
none ; but will generally, we think, be 
disposed to let the second party do their 
thinking for them, and give that party 
all they have to give — their votes. Thus 
according to our theory, the conserva- 
tive party of principle will go into tho 
contest with a fair prospect of be- 
ing aided from two extremes, on the 
one hand the party of the Declaration 
and Testimony, whenever principle and 
truth is in issue — on the other hand by 
tho votes of tho party of no principles, 
whether truth and principle is in issue 
or not. 

4. Turning now to the three wings of 
the antagonist party, we come first to 
tho party of our venerable friend, Dr. 
Breckinridge, consisting of himself and 
the half dozen “ men Friday”' who usu- 
ally form his body guard. Numerical- 
ly speaking, this is not an important 
party ; but if any party with large num- 
bers and little brains needs a leader, 
and will consent to pay well for one, by 
exchange of votes that will “go it blind,” 
to use a common phrase, and without 
scruple to accomplish his ends, then this 
party of one is a power in its way. Dr. 
B.’a relation to the coming conflict is a 
curious study. Naturally a Jacobin, 
his affinity must be with tho radicals. 
And chafing under his terrible worsting, 
first in the struggle with Rev. Stuart 
Robinson, and next with Rev. Dr. 
AVilson, which have left him — in his 
own plaintive terms — "without a party 
in Church or , Stale” in Kentucky — his 
purposes at present all concentrate upon 
one burning desire for holy vengeance 
in exscinding them and their associates. 
This pious desire no doubt brought him 
to tho meek and gentle spirit of subjec- 
tion to the “ highest earthly tribunal,” 
in which his pastoral to the ministers 
and ciders was issued recently, calling 
a caucus at St. Louis to make the 
rescripts to the next Assembly run, in 
effect — “ It seemeth good to the caucus — 
and therefore, to us and to the Holy 
Ghost,” &c. 

But, unfortunately for Dr. B., the 
party on which he must roly to accom- 
plish his purpose, is that which is most 
persistently bent on union with the 
New School ! AA’ill the mountain come 
to Mohammed, or Mohammed go to the 
mountain? If he joins them to get 
their votes for his cherished plans of 
vengeance, he joins those who are bent 
on blotting out that great revolutionary 
work which forms his one era of church 
history, and on which he has staked his 
fame. AA^ill our venerable lather, for 
the sake of vengeance now agree to put 
the reform of ’37 in the same category 
with his other great work — the Danville 



to determine whether they love Old 
Schoolism none the less, but hate the 
South more. Our judgment is that, 
wild as the political fanaticism in the 
churches of the Pittsburgh region may 
be, there still remains enough of the 
old spirit and memories among the old- 
er men to make the union with New 
Schoolism “very bad to take.” 

6. AA’e are therefore led to doubt 
whether the sixth faction, just now the 
noisiest and most blustering, will be able 
to effect its revolutionary purposes, 
even after thejacoession of the Presbyte- 
rian to its ranks. AA'hat those purposes 
are our readers may gather from the 
followii^ extracts. One is the conoln- 
sion of a writer who has been cavorting 
through some .thirty columns of fine 
print in the Presbyterian, in response 
to Dr. Hodge ; and, as if by way of 
showing that somebody in the Radical 
party has some learning also, has quo- 
ted more Latin and cited more learned 
names than we remember to have met 
with in any controversy we have read. 
AVe must say, in all candor, that Dr. 
Hodge, unless he can answer Herzog’s 
Cyclopedia, or Buck’s Theological Dic- 
tionary, witf" not be'Hkely to answer this 
writer. The only point at which he 
seems to touch terra firma is at the close 
— when after classically crowuing Dr. 
Hodge with a garland, as the ancients 
crowned tho victim led to the slaughter, 
he tells us ; 



Unless we hold fast to God’s law, any attempt 
to trace its path, or follow its windings, will be 
vain aa an attempt to sketch the way of the 
serpent on a rock, the flight of an eaglo in the 
air. We shall find ourself in a laoyrintb of 
darkness and confusion, with no clue of Ariad- 
ne to bring us to the light. But one straight- 
forward and obligatory course is left for the As- 
sembly of 18SS to pursue. It it to ignore the 
logic vAich declares that the injunction of 18S1 
has passed into hutory, and is no longer of force! 
As tceii might the law of God be said to have 
passed into history. Subjection to the civil pow- 
er is God's command. The Assembly, too, must 
ignore the logic which tries to separate the in- 
junction of 1885 from that of 1881, and seeks 
10 remand this also to the “domain of histo- 
ry.’’ These injunctions must be enforced. Be- 
stJoa this, the church, sneaking by her official 
voice, and acting by her o^eial hands, must 
separate the persistently contumacious and still 
violently re^ltous from her communion, if she 
dosires her children to shun their ways, and 
tvoid their crimes. The relaxation of regard 
for authority foreruns the destruction of au- 
thority itself. It betokens defection in both 
clergy and laity^ and is the index of self-disso- 
lution. 

But we have an unutterable horror of “ in- 
diflerence,’’ " expediency,’’ “ incompetence,’ 
and " imperfect right,’’ when any defined mor 
al duties are the theme of discussion. These 
are the murderous drugs that, taken into our 
system, and circulating through our veins, 
cause colduess to creep over the heart, apathy 
to take possession of the whole frame, pulsa- 
tion itself to cease, and naught to be left but 
the certain symptoms of approaching death. 
That the General Assemb'^ of 1868 will not be 
betrayed into a fatal reIa|Me, nor recall the ex 
ercise of its “perfect right’’ to require of those 
who, having engaged in nefarious rebellion, 
now wish to enjoy tho privileges of our com- 
munion, what God required of Pharaoh, of 
.\chan, of Job, of David, of Israel, and requires 
of every returning prodigal, even the utterance 
of this old term of communion, “ I have sin- 
ned,” is the profound and assured conviction of 
Acoustini or Hirro. 

AA'e cite this writer, as the most learn- 
ed of the Radicals, to show their pur- 
pose. Tho Presbyterian feels sure that 
the “intellectual vigor” and “learning” 
of this writer will bo apparent to every 
body. And in an article, rather elabo 
rately written, the editor takes the union 
with tho New School to be a corollary 
from the separation from tho South — 
one of his leading arguments for this 
position is the political argument now 
between the two I 

Such then are the elements to come 
into conflict this spring. VVe shall watch 
the result with great interest. 



unmistakably when coming in contact 
with the women than with the men of the 
opposite party; so that, however popular 
the parson might prove, it would all bo 
spoiled, should the madam be condemn- 
ed as “too Yankeefied” by a jury of her 
own sex. 

These now are the fundamental re- 
quisites for a ministry that shall go af- 
ter the lost sheep in tho Missouri wil- 
derness whose shepherds have been torn 
away from them by the disgraceful mili- 
tary tyranny which has ruled Missouri, 
under the direction of Holy Presbyteri- 
an inquisitors. These are the arts by 
which the scattered sheep may be be- 
guiled into bearingthe “strangers voice” 
whom their persecutors now send to 
gather them again. The Presbyterian, 
joins in the appeal and exhorts young 
men to the imitation of Loyala in the 
following strain : 

A correspondent in this week’s paper 
pleads for Missouri, and directs his plea 
to young men. AVe would endorse the 
plea, and ask for its serious snd prayerful 
consideration. We believe that a band 
of young men, going into that State du- 
ring the present summer, snd going in 
the spirit of an entire and absolute con- 
secration to the work of preaching the 
gospel of Christ, would do more for the 
cause of Christ and bis church during the 
next five years than they could possibly 
effect in any other field which they could 
select Cannot such a band ae formed in 
one of our Seminaries, or by correspon- 
dence between the various Seminaries of 
our church ? Or will not solitary individ- 
uals, communing with their own hearts 
concerning their duty, hear in this call a 
Divine voice, saying unto them, “ This is 
the way, walk ye therein,” and give 
themselves to supply this pressing need? 

It seems then that entire consecration 
to preaching the gospel now-a-days con- 
sists, first in taking the Atheistic test oath 
of Missouri, by way of winning the “hy- 
per-loyal,” second in not reminding the 
Lord of his loyalty twice every Sunday; 
third in having no previous history of 
of service in Christs cause that either 
party can get hold of; further in having 
no wife to double the chances of failure. 
Verily a people fed by shepherds so ex- 
tra circumspect and cautious must grow 
in grace rapidly. A re we to understand 
therefore that Popo Janeway and the 
conclave of Cardinals at Philadelphia, 
will not pronounce men only “quasi- 
loyal” who do not “remind the Lord 
twice every Sunday” of their loyalty — 
if only they wil^ako the Missouri test 
in effect “we have no 



'*objective point,** and who are, they 



tare 



The sort of Ministers needed to 
the Church In Missouri. 

AVe would have read with much 
amusement — but for tho sense of shame 
and humiliation at the condition to 
which blood thirsty fanaticism has 
brought our once noble and dignified 
old church — the following description 
of the ministry needed in Missouri, in a 
letter to the Presbyterian of March 10 
from a native Missourian : 

And to whom are they nearer allied 
than to our church North? With the 
other denominations now contending for 
future possession, they differ as regards 
doctrine, church polity, and politics. With 
us they only differ politically: and for 
this reason, to prevent a worse calamity, 
I think, many of the present vacant 
churches can be prevailed upon to receive 
and support Eastern ministers; and all 
the more readily, because they are unable 
to be supplied by ministers of their own 
kind. 

But as I have intimated, the ministers 
that come here from the East ought, in 
my humble opinion, to be possessed of 
certain qualificationw not found in every 
theological graduate. 

In the first place he must be loyal, of 
course, entertaining such views of his re- 
lations as a faithful minister of Christ to 
the government under which he lives as 
will allow him,a< least withaprotest, to take 
the constitutional test oath, so as to free 
bimself from all suspicion among his hy 
per loyal supporters, as well as to protect 
him against any possible embarrassment 
with the civil authorities. 

Again, while he must be thus undoubt 
edly loyal, and able to show it, still his 
loyalty need not be of such a kind as will 
require him to tell it out to every man he 
meets during the week, and remind the 
Lord of it without fail twice every Sun- 
day. In a word he will have about as 
much use for his prudence and common 
sense as for any thing he may get by 
three years’ course in the seminary, 
Again, he ought to be a young man. Old 
men coming out here, the people take 
for granted are not very acceptable at 
home, and therefore they do not want 
them here. Besides, old men have a 
past history which the people are sure to 
inquire into, and the result of the inves- 
tigation is not likely to please both par- 
ties. And in addition to this, the man 
who comes here ought to be young so as 
to grow up with, and become assimilated 
to, the tastes and habits of the people. 

Again, be ought to bean unmarried man-, 
because, if married, the character of his 



think, fighting in good earnest against "fellow ■ 
shipping rebels,** while they are slowly marching 
towards a camp which they have not been accus- 
tomed to consider a friendly one. How far they 



oath, swearing 
King but Crosar. ” 



Very Remarkable confessions tMcbIng 
(he Uadkal stratesr, and the au’iMusrt 
of tl}e ^bnsc of j 

The Presbyterian iJir^bruary 2^h, 
contains a somewhat remarkable leader 
on tho subject of “union among Pres- 
byterians,” which is evidently intended 
to pronounce in favor of a “caving in” 
to Monfort & Co., on tho subject of re- 
union with the New School. We feel 
very little zeal upon that subject, for, in 
all candor, we are bound to say that we 
do not see any ground of difference be- 
tween that whole section of our church 
represented in this union movement, and 
the New School brethren, which should 
keep them apart. True tho New-sohool 
body,as a body, if it stands notjust where 
it did in 1837 on all doctrinal questions, 
has departed still farther from the the 
ological views of the “Act and Testimo 
ny.” But the fundamental distinction 
of our Radicals seems to be that they 
neither know nor care much about the 
great doctrines of the “Aot and Testimo- 
ny.” With them the maxim is “no mat- 
ter what a man believes if he curse the 
South according to Sumner and Ste- 
vens.” The New-sohool body has made 
some advances toward the coclesiastioal 
policy of the “Aot and Testimony but 
that is rather an objection than other- 
wise to our Radicals who are generally 
a no church “co-operation” party. 

We are not disposed therefore to quar- 
rel with our contemporary because of 
his judgment that, after all, the politi- 
cal sympathies of the two being identi- 
oal, and that being now-a-days the pri- 
mary, and theological views only the in- 
cidental question, they should no longer 
remain apart. 

Bnt we regard the Presbyterians con- 
fessions, in going over to his new allies, 
as a very valnable testimony in onr fa- 
vor, to the fact that the obloquy and ma- 
lignant falsehoods heaped upon our 
heads during the past five years were 
simply intended to be strategetieal and 
by way of feint to cover up the move 
ment to widen the breach between us and 
the Southern churches in order to close 
the breach between us and the Hew School 

It seems now that the terrible abuse 
heaped upon our head, aa maligners of 
tho brethren, because we exposed their 
treacherous designs in disrupting our 
church, was simply to divert the at- 
tention and deceive the people, until 
things were ready for tho coup d etat! 
Lest our readers think we exaggerate, 
we let the Presbyterian speak for him- 
self touching his new allies : 

But the settlement of the question whether 
Northern and Southern Presbyterians can bo 
one, starts, as we have intimated, anether ques- 
tion, to wit — Can tho Presbyterians of tho North 
become one? Or ra ther, it brings up this ques- 
tion with fresh inte.-est-— invests it with greater 
urgency — and will donbtless seem to many to 
make an answer more imperative, and the con- 
summation of union more needful. We think 
that we are not doing any injustice to any of our 
brethren when we Hay that some in our church 
have worked unto this end. They have opposed 
the reconstruction of the church in the visible 
form which it wore before the groat rebellion. 



will go remains to bo seen ; but the general fact 
is, we think, incontestable, that the faihire to 
secure re-union between the Northern an4 
Southern sections of our church is about to 
have a powerful influence in furthering the re- 
union of our church and what is now politely 
termed the “other branch.” 

Is not this a somewhat remarkable 
expose of the doings of men professing 
to be doing the Lord’s work in the 
church? And when it is born in mind 
that this policy of “wideningthe breach” 
has been carried out by the most solemn 
denunciations in tho name of tho Lord 
of the men who have stood fast in the 
fear of God, by the old principles and 
policy of the church — denunciations so 
fierce as to havo frightened the large 
body of conservative men into silence 
and acquiescence — can any honest man 
pretend to say that the terms employed 
by the True Presbyterian, the Free 
Christian Commonwealth, and the Dec- 
laration and Testimony to characterize 
such men and such doings have been 
unjustifiable? 

But, in the same article, the Presby- 
terian makes another most precious ad- 
mission, to tho effect that himself and 
his new allies have not pretended to 
meet their opponents on the ground of 
scripture argument; or counted on car- 
rying the people by reason and argu- 
ment, hut by weight of “influence.” 
Hence, of course, their policy has been 
not to venture upou an argument with 
us, but by dint of calumny and abuse 
to destroy the influence of onr argu- 
ments and appeals to Scripture on the 
popular mind. According to the Pres- 
byterian they have got the people so 
trained that they can be gotten to the 
truth, only aa a pig is driven across the 
bridge — by driving him the other way ! 
Sothat“Bordcr State” preachers, if they 
would guard the people against the in 
fidelity of Parker and Emerson or tho 
semi-infidelity of Bellows, Beecher, 
Busbncll & Co., must culogzie those 
worthies. Hear the Presbyterian*. 

It 8eem« to be very probable that those in our 
church who would offer the most persistent 
and vigorous opposition to this union will not 
be very long in a position to make that oppoei> 
lion effective. The signers of the Declaration 
aod Toetimony/' and those in the Border States 
who sympathize with them in their admiration 
of, and love for the Southern church, are those 
who most vehemently protest against any fra- 
temization with tho Kew-school church. But 
ihit clique has to utterly lost influence in our 
churcht that anything xohich they strongly oppose, 
does, for that very reason, gain some degree of 
fapor with large numbers in the church. And as 



the poor negro if he is compelled to re- 
ceive his religious instruction from such 
men. Here is the manner in which this 
correspondent urges that the field be 
occupied at once : 

A Faxi Gospil fob ibx Frxp.dmek.— Could I 
gain the ear of every Evangelical Church in the 
No 



vacant chairs and deserted halls, and 
pointing the finger of scorn at some of 
our beloved professors, sitting lonely 
and sad amidst the desolations produced, 
snoeringly proclaim, ‘Pity the sorrows 

of a poor old man.’” AVe have no de- v .u j i, - r . r 

. . V uc i\orth, aud were IJcapable of uttering one fer- 

8ire to witnefiB any such scenes; and if W®ot, persuasive word, that word should bo 

this— carry Iho Gospel to the millious of freed- 
men while you can. Depend upon it, access to 
them will bo denied you just as soon as tho 
popular will there is allowed to go forth. Now 
the door isopen. Enter in, and you at once, 
and forever, enable the black man to assert for 
himself the right to hear the Gospol on the ba- 
sis of tho ‘‘Great Commission, and not acordiug 
to the caprice of his,lato master. But allow 
things to revert to their old channels, as they 
must when the military are withdrawn, and 
from the denser and more needy masses of tho 
late slaves, you will certainly bo cut off for a 
whole generation— possibly for many. Again 1 
say, enter in; enter in by thousands before tho 
door be shut; and then the negro will be able 
to keep it open. * South-West. 



the venerable professor at Danville had 
attended to the duties of his office, and 
exercised that Christian charity which 
a Christian should ever exercise he might 
have been surrounded by a host of stu- 
dents preparing to go out and battle 
manfully in the name of tho Lord of 
Hosts. And if those belovedprofessors 
at Chicago shall pervert their office and 
become political brawlers then the soon- 
er their chairs are vacant the better. 

Aa to the other part of his article in 
reference to our not sending him in ex- 
change the Free Christian Commonwealth, 
wo owe him an apology. AVhen the 
“North-AVestern Presbyterian” first 
made its appearance we requested our 
clerk to mail him our last issue and put 
the N-AV. P. on our exchange list. And 
as we noticed in the columns of that pa- 
per frequent reference to the Free Chris- 
tian Commonwealth, wo naturally infer- 
red that it was read by him. But in a 
conversation with a friend irom Chica- 
go, we were informed that the editor of 
the N-AV. P. was under the necessity of 
borrowing our paper from his neighbors 
— and upon looking at our mail-book 
wo discovered that the name had not 
been entered. We rectified the mistake 
as far as in our power, and mailed to the 
editor several of the back numbers, 
among which was one containing an ar- 
ticle on “Journalism in Chicago” which 
wo hope afforded him as much enjoy- 
ment in reading as it did us in writing 
it. 



The Spirit of our Southern Brethren 
We take the liberty of citing from a 
private letter received from a beloved 
friend and brother in one of the South- 
ern States, who in time past has been 
held in honor by the whole Presbyterian 
Church. Our apology for any violation 
of the courtesies of private correspon- 
dence is the fact, that such letters may the 
more be relied upon as the heart utteran- 
ces of men, whom it seems to be esteemed 
one of the Christian virtues now-a-dayi to 
misrepresent and malign in the Northern 
and Eastern journals: 

Fbb. 2C, 186G. 



t^y, hao; but lonaoly by the church, and have 
arready declared’that they 4kn very ifcadily_go 
out of our church, and if they are not pleated 
with the action of the next Aaseinbly, will go 
out of it, we think that the aettlcmcnt of this 
queitioD will not be long embarrassed by their 
presence. 

We care not now to demur to the 
Presbyterian’s playing spokesman for 
the party of the Declaration and Testi- 
mony, and announcing its intentions and 
policy. We do not ourselves pretend 
to be the organ of that party, or of any 
other party in the church. Yet we take 
it for granted they do not intend to be 
invited out of their mothers house, by the 
treacherous upstarts with whom the 
Presbyterian seems to be casting in his 
lot — nor to go out of it, until it is as- 
certained very certainly that there is no 
longer force enough in the citadel to 
put the traitors into their proper place. 
We cite the passage simply for the sake 
of its precious admission that, with his 
section of the church, great questions 
of Christ’s Kingdom are decided notao- 
oording to Scripture and argument but 
aocordiug to the “influence” proposing 
them. Is not all this a curious com- 
ment on the current Presbyterianism. 



The lAorth-Westcrn Presbyterian. 

Tho “editor in chief” of this Wes- 
tern luminary seems to think that we 
have not treated him fairly in repre- 
senting him as saying that a radical or 
conservative paper ought not and could 
not be sustained in that region; and that 
a paper bearing either character would 
do incalculable harm. He contends that 
by our omission of the word “extreme 
ly” we thereby misrepresented him, and 
says that there is a wide difference be- 
tween tho expression “conservative or 
radical” and “extremely conservative or 
radical.” 

Now we did pretend to quote his lan- 
guage, and we do not see that he has 
improved tho matter by stating the thing 
in his own way; — for to prefix the word 
“oxtreme” or “extremely,” before “rad- 
ical” is more a tautology than Otherwise, 
and to say “extremely” conservative is 
simply nonsense. If we had added 
that in the judgment of the “editor in 
chief” a paper without any decided ex- 
hibition of brains in the discussion of 
questions fundamental to the interests 
and purity of tho church ; or a paper 
without any well defined principles ec- 
clesiastical, was the most suitable paper 
for that region, wo would probably have 
been still nearer the truth. For a more 
oontraoted channel of communication 
with the people of the “great North- 
west, wo have never seen than the re- 
cently established “North-AVj stern 
Presbyterian.” 

This “editor in chief” affects great 
horror at the idea of our speaking of 
Dr. R. J. Breokinridgo as sitting amidst 
the ruins of tho institution at Danville 



“I feel inclined this afternoon to fulfil 
a long cherished desire to send you my 
greetings-across the dreadful gulf open- 
ed between us about five years ago. What 
an experience you and I too have had 
since I enook bands with you last at the 
corner of the street in Lbuisvilla God 
help you my dear and honored brother 
for your faithful testimony during all this 
period. 

“The South submits in good faith to the 
arbitrament of this war. If our people be- 
haved well during the struggle, they are 
behaving far better now. 1 consider it a 
sublime spectacle to see a gallant race of 
men accepting so quietly that which is 
inevitable. The patience with which im- 
poverishment is borne by the rich, and 
hardship and want by those accustomed 
all their lives to every luxury is heroic: 
I hear nobody complaining or repining. 
All is manly, brave hearted endurance. 
Some hope for better days, but very ma- 
ny have no such hope at all. For my part 
it is with me a constitutional necessity 
to hope more than I fear, and yet my 
judgment is on a balance. I cannot see 
with any clearness what is before us. 

“I would emigrate, but for three rea- 
sons, 1. I don’t think I have a right to 
quit my country in a time like this, 1 
have had my full share of responsibility 
(as far as sympathy goes) for secession, 
and am willing to take my full share of 
the oonsequences. 2. I don’t know any 
better country, all things considered to 
go to. 3. I have not the means of going 
comfortably. As things are, therefore, 
I have no such idea. I belong to the soil, 
was born here and expect here to die. 

“Our church’s poverty does not dis- 
hearten me in the least. But we are 
terribly prostrate, and depressed over- 
much. 0 for the outpouring of the Holy 
Spirit upon all our people. War is a ter- 
rible demoraliser.” 



A Letter from Tennessee. ' 
Mbssbs. Editors: In these days of 
spiritnal declension, when the world has 
80 deeply overshadowed the church, wc 
hail with joy any token of tho Divine 
blessing. Hero and there a life is made 
in the dark clouds, through which tho 
Spirit descends, and a church enjoys a 
time of refreshing from the presence of 
the Lord. It was your correspondent’s 
privilege to witness such a season of 
revival,* lately in tho Presbyterian 
Church at Clarksville, Tenn. For sev- 
eral years daring the war it had been 
closed, although fortunately escaping 
the desecration and abuse which fell to 
tho lot of so many of our churcbes^iu 
the South.] 

Tho pastor. Rev. T. D. AVardlaw, re- 
sumed his labors during tho past sum- 
mer. At their late oommunion season, 
it was deemed advisable to commence a 
series of meetings, which were crowned 
with the most precious results. The 
Rev. J. H. Bryson, of the Associate Re- 
formed Church, was present during the 
entire meeting, and not only in preach- 
ing, but in visiting from house to house, 
he aided the pastor most efficiently in 
the good work. At different times the 
Rev. H. B. Boude, of Gallatin, and the 
Rev. R. F. Banting, of Nashville, were 
present, and preached the gospel of Je- 
sus, which is “ the power of God and 
the wisdom of God” unto salvation. In 
the opening sermons, the members of 
the church were pointedly addressed 
and earnestly exhorted to their duty. 
It pleased God to bring His own truth 
home, and begin this revival among those 
professing his name. Then sinners be- 
gan to enquire after way of life. 
The work spread from/familjr to family 
until tho whole church seemed alive 
with zeal and good fWorks. It was the 
order of* each day toprisit the fa-milies, 
and bring before them tho subject of 
personal religion. A meeting had been 
in progress for several weeks in both 
the Methodist and Baptist Churches, 
and the spirit of enquiry was aroused 
in their congregations. After preaching 
for two weeks it was deemed advisable 
to bring tho meeting to a close, hut not 
until some thirty-five had been convert- 
ed, and 30 had united with tho church. 
The second Sabbath witnessed tho 
young disciples — although they embra- 
ood all ages — gathering around the ta- 
ble of the Lord. It was a scene which 
will not soon be forgotten among that 
people. Oh I that all our churches might 
enjoy such a revival. Surely the church 
should arise from the dust, and go forth 
in her beautiful garments, to the praise 
and glory of our covenant God. It only 
remains for Christians to pray — to “pray 
always” and “without ceasing,” and 
then we will hear the cry coming up all 
over our country — “ men and brethren, 
what must we do to be saved ?” 

CDMBERI.AND. 



“Make May while the Sun Shines.” 

A correspondent of the Presbyterian 
Banner of March 14th, evidently be- 
coming alarmed at the change which has 
come over the oonntry since the veto 
message of President Johnson, is call- 
ing for missionaries to hurry down South 
and secure a foothold before the negroes 
shall be left free to attend upon snob 
preaching as they themselves shall elect, 
uninfluenoed by the “Freedmen’s Bu- 
reau.” 

Now it is a fact not to be gainsaid 
that the Christian people of the South 
havo ever been the true friends of the 
negro, and their most faithful religions 
teachers; and that if left to make their 
own selection would still prefer the 
Southern Christians as their religious 
teachers, in preferenoe to any of the 
Martindale’s \tho may be commissioned 
and sent South by tho “Freedmen’s 
Committee.” AA'c gave some months 
ago a fair specimen of the kind of teach 
ers employed hy this society, in repub- 
lishing tho speech of Mr. Martindale 
concerning the negro character, before 
tho synod of Ohio last fall. He repre- 
sented these negroes, in one breath, as 
the most wicked and degraded people 
upon the face of the earth, in fact very 
little above the brute, and in the next, 
as the most pious and devout of any 
people in the country. 

It is, we believe, a rare thing to find 
a negro who has any tendency to scep- 
ticism in religion, though they are na- 
turally very superstitious ; but if such 
missionaries as this Martindale are to 



Domestic Missions. — Tho Pastors 
and Sessions of oar chnrches within the 
bounds of Louisville Presbytery will 
please forward to the Treasurer, Mr. A. 
Davidson, at once, their annual collec- 
tions for Domestic Missions. The money 
for this object is all expended in onr own 
bounds, and the missionaries who are 
employed by the Committee of Presby- 
tery cannot be paid unless the churches 
will furnish the means. Only two or 
three churches in this Presbytery have 
yet paid over their annual collections. 



PoLiTicL Preaching.— The English 
are beginning to complain of political 
preaching. Says the “British Quarter- 
ly” — “During the last four years tho 
‘drum ecclesiastic’ has sounded louder 
than any other. Christian pastors have 
taken the first place among secular poli- 
ticians, and the passions which havo 
moved tho civil organizations of the 
State, have moved the spiritual organi- 
zations of the Church iu an equal de- 
gree. It is easy to see how, in these 
circumstances, the ecclesiastical will be 
affected anew by tho politician. If the 
preacher is to become as much politician 
as divine, and preaching is to be trans- 
formed into a sort of Sunday newspaper 
— what next?” 



The Nestorian Mission. — The year report- 
ed from this mission was one of prosper- 
ity in the mission. Seventy-two acces- 
sions swell the number of communicants 
to six hundred; and a large number of 
accessions is anticipated for the present 
year. The female seminary has been 
blessed with a deeper and longer contin- 
ued religious interest than for several 
years past, and there was special interest 
also in several villages of the plain. 

The fear of the Lord is the beginning 
of wisdom. 



Free Christian Commonwealth 

Is PURLISHED XYBRT TWO WSISS AT 
IiOUISYILLX. 

TKKM8 or 8UB9CBIPTION: 



For Ono Tear, or 52 Sot., is twivaiice, $ 3 00 

** “ ** “ aflor Six Month! 3 50 

ADVERTISBMKNTS 



Not IncoDsistont with the character of the papor, will 
be admitted on the following termi : 

For one Square (ten Unee) or le«8, one Inaertion... 9 1 50 



*1 


4t 






8 CO 


«< 


M 






6 00 


14 


«l 








M 


■■ 


tl 


one year 


16 00 



AdTertisemente exceeding one equate, will be charged 
at a proper reduction on the abore ratea. 

All oommunicatlona touching the paper, whether 
buslueea or otherwise — addreeeod to 

A. DAVIDSON, Afjn. aud Publisher, 

No. 95, Tuied Stbect, Iioumtilli, Kt. 

One of the Students in the Theological 
Seminary at Danville, wishes to teach 
school during the vacation; say from May 
until September. If any of our readers 
wish to procure the services of a teacher 
we will be glad to put them in commu- 
nication with our young friend. 

Our readers will see that General D. n. 
Hill, is about to publish a monthly Mag- 
azine under the title “The Land we 
Love.” It will doubtless be a very inter- 
esting magazine, containing, as it will, 
many incidents which occurred during 
the four years of non-communication 
with the South. General Hill is the au- 
thor of two or three works which have 
had a largo circulation. 

Mr. Davidson will receive subscriptions 
for this magazine. 

Washisqton College, Va. — ^T he friends 
of sound education will be glad to learn 
that an effort is being made to endow 
this Institution of learning. General 
Hobert K Lee, President, is devoting all 
his energies to the task of building up 
and making it one of the best schools in 
the country. There are at present in at- 
tendance some 150 students, but owing 
to the impoverished condition of the peo- 
ple in Virginia, many of these young 
men are unable to pay the tuition fees. 

Eev. G. W. White, of Virginia, has 
been appointed by the Board of Trustees , 
to visit Kentucky, and is now in our city 
soliciting aid in behali of this institu- 
tion; and we hope he will meet with that 
cordial welcome and liberality of spirit 
which the people of Kentucky have ever 
manifested in the cause of education. 
Such an institution as Washington Col- 
lege ought to be amply endowed. 

Discourses of Redemptios. — We are 
glad to be able to say to our readers that 
the Rev. Stuart Robinson’s book, with the 
above title, is rapidly passing through the 
press, and that it will be published early 
in April. We hoped to give a somewhat 
lengthy extract from proof sheets, on the 
salvation of infants, in this issue, but we 
will have to defer it until next issue. 
The book will be about 500 pages 12 mo, 
and the price will be $2 50 or $3 per copy. 
M. Davidson will have it for sale as soon 
as it is published, and will be able to sup- 
ply all demands for it in this part of the 
country and the States South of -Ken- 
tucky. We need not say to our readers 
send and procure the book. 

Dr. Tuormtell's Works. — Wo see by 
the Southern Presbyterian of Columbia, 
South Carolina, that Dr. Adger is about 
to prepare for the press several volumes 
of the writings of the late Dr. Thornwall, 
and asks that all those who have letters 
or other documents from his pen will be 
)dnd enough to forward them to him at 
Columbia, South Carolina. We shall be 
glad to see anything from the pen of Dr. 
Thornwell, for we have ever regarded 
him as one of the best thinkers in our 
church, though we may differ from him 
in some of his views. 

Revivals. — Nothing is more gratifying 
to us than to be able to record the gra- 
cious dealings of God with his church, 
and we would be glad if our brethren in 
the ministry and eldership would furnish 
us with brief accounts of what is being 
accomplished in the great work of saving 
precious souls in their churches. By a 
letter just received from Paducah, Ken- 
tucky, we learn that there is a good deal 
of religious interest in the Presbyterian 
Church there. From this letter we make 
the following extract : 

"We have just closed our regular com- 
munion season, which was an occasion of 
great interest to our people. All felt it 
good to be there. Christians were revived, 
much quickened and cheered ; and al- 
though, we have but twelve pertone added 
to the church, we have reason to hope 
many were impressed and interested, and 
may yet be brought to Christ, Such a 
meeting is of great value in a spiritual 
point of view, after such a long, dreary, 
winter of coldness and deadness in the 
church.” 

We are glad to learn that the church 
in Paducah has such a high appreciation 
of the worth of their pastor. Dr. J. T. 
Hendrick, and have shown it ia such a 
tangible form as to provide so amply for 
his comfort; for in addition to providing 
for him a parsonage and a salary of |2- 
000 a year, they have recently presented 
him with a Life Insurance policy of Five 
Thousand Dollars. 

These acts of kindness to a faithful 
pastor are calculated to encourage his 
heart, and give him new energy in his 
Master's work. Let others try and do 
likewise and see if it does not bring its 
own reward. 

From Clarksville, Tennessee, we have 
the cheering intelligence that the church 
there has enjoyed a season of great re- 
freshing. At a recent communion, twen- 
ty-nine persons united with the church — 
twenty-seven of that number on profess- 
ion of faith ; and after several days 
preaching quite a number have ex- 
pressed a hope in Christ, many of whom 
will unite with the Presbyterian Church 
there. This church has sufTered-greatly 
during the war. For nearly a year it was 
closed by the military, and the pastor. 
Dr. T. Dc Lacy Wardlaw, forbidden to 
preach. 

Also from Stanford, Kentucky, we have 
an account of a gracious out pouring of 



the Holy Spirit in the church at that 
place. 

“ For the past three weeks a great revi- 
val has been going on in the Presbyteri- 
an Church at Stanford, Ky., under the 
ministration of the Pastor, Rev. G. 0. 
Barnes, formerly a missionary to India, 
assisted by that able and eloquent young 
Methodist Divine, Mr. Deering, of Dan- 
ville. Over forty were added to the church 
about 35 to the Presbyterian, and the 
others to the Methodist The church is 
greatly built up, and much good seed 
sown, we trust, for the future.” 

In a business letter Rev. J. H Spilman, 
pastor of the church at Maysville, writes, 
“Bro. Scudder has just been assisting me 
in a meeting which has resulted in the 
ingathering of twenty-three (23) mem- 
bers, and although we were compelled to 
suspend temporarily, the interest seemed 
to be unabated and we trust the work is 
but begun.” 

From our exchanges we see that in ma- 
ny parts of the country large accessions 
to the church, of persons on profession 
of their faith, are reported. 

The Presbyterian Banner contains a let- 
ter from Logansport, Indiana, giving an 
account of a revival in the Presbyterian 
Church in that place. It says : “The 
officers of the church have admitted thir- 
ty-five to full membership, and they meet 
again to night to continue their examina- 
tion for admission. Over fifty are anxi- 
iously inquiring, and ask an interest in 
the prayers of God’s people; and although 
the meetings have been continued three 
weeks, yet the interest seems to be con- 
stantly on the increase.” 

Twenty persons were added to the 
First church, Kankakee, Illinois, on the 
11th of February last, all but one on pro- 
fession. 

Sixty-seven persons had been added 
to the church of South Salem, Ohio, on 
profession. There are still many inqui- 
rers, and the work seems to be extending. 

Dr. Steele, pastor of the church at 
Hillsborough, Ohio, speaks of the religi- 
aud interest in his church, thus: 

“Thus far forty-five have been added to 
the church on profession of their faith 
in Christ Jesus. And several more, as 
inqfiirers, have been led to ask for the 
counsel and prayers of the people of God. 
Let his name bo praised I” 

Belle Centre Church, Ohio, has receiv- 
ed 27. Spring Hill Church 25. The John 
Knox Church, ill., 34. Bethany Church, 
Indiana, 32. Upper Path Valley Church, 
Illinois, 60. The (N. S.) Presbyterian 
Church at Owego, New York, reports 100 
as being received into that church on pro- 
fession of their faith and 13 by letter, on 
Sabbath, March 4lh. 

A Liberal Doxatios. — The Publication 
Committee of the General Assembly 
of the Presbyterian Church in the 
United States has received a liberal 
donation of three thousand dollars from 
a gentleman in Louisiana: 

New Orlsa.vs, Feb. 20th, 1866. 
William F. Tatlor, Esq : 

“Dear Sir — Enclosed please find Citi- 
zen’s Bank of Louisiana check on New 
York for three thousand dollars, for the 
use of the Publication Committee of the 
General Assembly of the Presbyterian 
Church in the United States. 

I set aside some little means before the 
war, to be used for our Master s cause in a 
local way, but still reserved control of it. 
Fortunately it was saved from the wreck, 
and I know no cause more needy, and in 
which I feel greater interest than the one 
to which I contribute the enclosed 
check.” 



Life of Gkx. jAc'tsos.-LWithout troub- 
ling the reader with explanations con- 
cerning the delay in the publication of 
this long expected work, there will be 
much satisfaction in learning that it is 
now passing, rapidly through the press. 
It will be issued shortly in one large oc- 
tavo, by Blelock, an enterprising pub- 
lisher in New York. 

The Rev. Dr. Dabney has had, in its 
preparation, unlimited access to the pri- 
vate papers of Gen. Jackson, as well as 
to official documents in the Confederate 
War department The work will contain 
two steel engravings, portraits of its great 
hero, and numerous diagrams of battle- 
fields . — Central Presbyterian. 

Mr. Wm. C. Young, alicentiateof Tran- 
sylvania Presbytery, has been called to 
the Second Presbyterian Church of Cov- 
ington, Kentucky. Mr. Young is at pres- 
ent supplying the pulpit and we under- 
stand has accepted the call to become 
pastor. 

Rev. J. B. Harbison who has been re- 
siding for several years in Shelbyville, 
Kentucky, has removed to Pleasant Hill, 
Missouri, where correspondents will 
please address him. 

Rev. Morris C. Sutphen, now pastor of 
the Spring Garden Church, Philadelphia, 
has been unanimously called by the 
Scotch Presbyterian Church, New York 
City, to become associate pastor with the 
venerable Dr. McElroy. Mr Sutphen has 
announced that he accepts the call. 

The Rev. Jonathan Edwards, D. D , 
pastor of the West Arch Street church, 
Philadelphia, has been elected President 
of the United College of Washington and 
Jefferson, Pennsylvania. 

A Church to be connected with the 
United Presbyterian body, was organized 
in San Francisco, California, by the Rev. 
Dr. Cooper. Thirty -one persons joined in 
the organization. 

The Trustees of the College of New 
Jersey have elected Rev. Prof Charles 
E. Aiken, of Dartmouth College, to fill 
the Latin professorship recently made 
vacant by the death ol Prof. Giger. 

Oberlin College . — The presidency of 
Oberlin College has been tendered to 
Hon. James Monroe, U. S. Consul at 
Rio Janeiro, formerly a professor in the 
college. The appointment is made to fill 
the vacancy occasioned by the resignation 
of President Finney. 

Catholicism in the United States . — The 
Catholic World says that no where has 
the Catholic Church increased so proe- 
perously within the last fifty years, as in 
the United States. About two thousand 
churches and chapels buill^ an increase 
of one thousand eight hundred clergy- 
men; one hundred and sixteen schools 
established for the Catholic training of 
eighteen thousand boys and thirty-four 
thousand girls. Moreover, there existed 
in 1865 sixty-six asylums, with four thou- 
sand, nine hundred and sixty-three or- 
phans of both sexes; twenty-six hospi- 
tals, with three thousand beds; four in- 
sane asylums, besides many other chari- 
table institutions, all established and 
supported by the private charity of Cath- 
olics. 



MARRIED, 

At the fesldeoce of Mr. Brannon, Jan. 24th, 
18*6, by R«v. H. B. Boude, Dr. C. A. Rice, of 
hrandon, Miss., and Mias Julia A. Henly, of 
Sumner county, Tenn. 

In Springfield, Teun., Feb. 14, by Rev. R. F. 
Bunting, Samuel Jordan, Ruling Elder, Pres- 
byterian Church, Glasgow, Ky., and Mrs. 
lionnie £. Wilsford, of Barren county, Ky. 

In Nashville, Tonn., by the same, Mr. Orville 
J. Hack and Miss Maggie E. Dasbiell, all of 
Nashville. 

On the 8th of March, 1866, in Evansville, 
Indiana, by Rev. Andrew D. Gray, assisted by 
Rev. James M. Gray, Dr. Wm. M. Gray, of 
Louisville, Ky., and Miss Luoio Head, daugh- 
ter of Daniel Head, Esq., formerly of Kentucky. 

At the residence of the bride's father, March 
8th, 1866, by Rev. J. V. Cosby, Mr. David T. 
Phelps and Miss Hettie Nicholson, all of Bards- 
town, Ky. 



DIED. 

Lost on board the steamer W. R. Carter, 
Feb. 2d, 1866, Mrs. Julia A. Rici,— a bride in 
Heaven. 

DEATH OF AH AOED CHBI3TIAH. 

"Precious in the sight of the Lord is the 
death of His saints.” 

Mrs. Elisabeth Thompson, about seventy 
years a resident of Mercer county, Ky., and for 
half a century a member of the Presbyterian 
Church, departed this life on the 14lh of March, 
in peace with God, at the reeiden"e of her son- 
in-law, B. H. McCown, of Jefferson county, Ky. 

The deceased was born in Hanover county, 
Va., in 1774, and removed to Kentucky with 
her hnsband, Mr. Joseph Thompson, about the 
year 1796, and was, at the time of her decease, 
92 years old. She had been a widow about 50 
years, devoting her caro and labors with singu- 
lar unselfishuess, and remarkable economy 
and prudence of management, to the cultiva- 
tion of the limited means bequeathed to her 
widowhood, and which she employed with the 
happiest art and most cheerful distribution. 
Her l»ng life was a beautiful and unpretending 
manifestation of the purest and noblest virtues, 
of woman’s character, and a half century at- 
tested the sagacity and depth of her faith in 
Christ. 

Never did the sun, alter a day of alternate 
light and cleud, more gloriously illumine the 
horizon by his setting rays, than did the beau- 
tifully emitted and commingled virtues of her 
Christian character and faith adorn the margin 
of her life. 

Till within a short period of her death she 
possessed in a remarkable degree her physical 
and mental powers, enjoyed the pleasures of so- 
ciety, especially the company of the young, 
and exercised her skill in needle work. 8be has 
rejoined in Heaven an assemblage of Chris- 
tian friends and kindred, whose fuueral knells 
had marked her long life with many periods 
of deepest grief. 

At St. Peters, Minnesota, February 7lh, 1866, 
of Bronchial Consumption, Mr. Zachariah C. 
OrrcTT, in the29lh year of hie age. Mr. Offutt 
was born in Shelby county, Ky., where he 
made his home until something over two years 
since, when be sought a residcuco in Minneso- 
ta, hoping in this high latitude and bracing 
atmosphere to regain strength and health. But 
the hand of disease was upon him. With a 
strong will and ceaseless energy he battled 
against it, but its progress was sure, until at 
last “the silver cord was loosed.” He was 
confined to his room about three weeks. To 
his friends it was evident, from his increasing 
weakness, that his days were nearly numbered, 
still he was hopeful that ho might be spared to 
his family and the Church, yet in this he de- 
sired and sought subiaiasion to the Divine will. 

While a student in Centre College, Danville, 
Ky., during a revival in 1857, Mr. Offutt made 
a profession of his faith in Christ, and connect- 
ed himself with the Presbyterian Church, 
since which time ho has born a good Christian 
character. He died in communion with the 
Presbyterian Church of St. Peter. At times he 
was very auzious to recover, not only for the 
sake of bis family, but that ho might be more 
active and useful in the church. His only 
trust was in the merits of the blessed Saviour. 
During his sickness the divine word, hymns of 
praise and prayer, were his delight. lie loved 
to have his family sing the Songs of Zion, and 
while able, his voice joined with theirs. “Rest 
for the weary” — “ Rock of Ages” — and similar 
precious hymns were his favorites. In Chris- 
tian trust and hope, his end was peace. “ And 
I heard a voice saying unto me, write, blessed 
are the dead that die in the Lord.” 

Far from the scenes of his youth, where most 
of his friends and kindred dwell, ho met the 
last enemy. He was highly estoomed by all 
who knew him, and by them ho will long be 
remembarod as a true friend, and a Christian 
brother. 



Asher Rice Stcbbihs died at the residence 
of his mother, in Bowling Gresn, Ky., on the 
17th of February, in the 21fit year of his age. 

The loss of this noble young man is felt to bo a 
public as well os a family bereaTcmr nt. Quiet, 
modest, and of unflinching integrity, there was a 
nobleness in his character seldom seen in one so 
young, and rarely ever excelled in those of 
maturer years. From childhood ho woe 
thoughtful, observant and studions, improving 
a naturally vigorous intellect by diligent cul- 
tivation and close application to business. Had 
his life been spared, he bade fair to take a high 
rank among the business men in the communi- 
ty in which he lived. High expectations were 
sot upon him. Many hopes of brightest prom- 
ist lie buried in his grave. 

He was baptised in infancy, and trained by 
Christian parents for that better homo to which 
he was so soon to be called. At the early age 
of fourteen years, he found peace through be- 
lieving in the Lord Jcsub Christ, and united 
with the Presbyterian Church. His faith in 
hit Saviour was firm — his all he confided to 
His care. The evidences of his communion 
with the Father of Life were unclouded, and 
none who know him can doubt that he has ex- 
changed the weakness of the earthly for the 
strength and brightness of the heavenly life. 
One of the most beautiful traits in his lovely 
character, was manifested in the calm and 
Christian resignation with which he bore his 
last illness. It is a hard and sad trial for those 
who have watched over one whom they loved 
so well, to see him thus pass away in the morn- 
ing cf a life which bade fair to be so useful and 
so good. But there is consolation in the rich- 
ness of that knowledge that he has gone to 
swell the heavenly host, and to join his voice 
with the voices of all the redeemed of God. 

S. 



A mother in Israel has ceased from her la- 
bors — a meek and patient sufferer is at rest — a 
devoted child of God has gone home — a cher- 
ished light in a Christian household has gone 
out, or rather been transferred to reflect more 
fully the glorious radiance of the sun of right- 
eousness in another world. “ A heart within 
whose sacred cell the peaceful virtues loved to 
dwell,” has ceased to boat. She who so dearly 
love<i to welcome the ambassadors of Christ to 
her home on earth, has gone to dwell in the 
mansions prepared in the Father's bouse above. 
The spirit that often wrestled with God in 
prayer here, has gone to be forever employed 
in singing his praise. She who here in weak- 
ness often sought help from tbe]sancluary and 
strength out of Zion, has gone to flourish in im- 
mortal vigor where pain and sickness never 
enter. 

Such reflections will readily suggest them- 
selves, doubtless, to the many Christian friends 
of Mrs. Martha Ahh Baird, who fell asleep in 
Jesus on the 26th of Feb., 1866. Her earthly 
record may bo given thus.- — Born in Kentucky, 
December 15lh, 1807 — united with the Presby- 
terian Church of Hanging Fork, then under 

the pastoral care of Rev. W. Dickson in 1825 

married to her now bereaved husband, Mr. Jas. 
Baird, Oct. 4th, 1831 — removed the same fall 
to Lincoln county, Mo., where she remained 
with her family 'until 1851 — then with them, 
removing to near Greenton, La I'ayette county. 
Mo. There she cast in her lot with the Hope- 
well Presbyterian'Church, in the communion of 
which she closed her earthly pilgrimage. Her 
end was calm and peaceful, disturbed by no 
gloomy cloud of doubt or fear. She knew in 
whom she trusted, and was enabled to lean her 
bead, as upon the bosom of Jesus, and breath- 
ed her life out sweetly there. Her departure is 
a sad bereavement to the surviving husband 
and children, but they sorrow not as those who 
have no hope. 

Her faith and patience, love and zeal. 

Have made her memory dear. 

And Lord do Thou the prayers fulfil, 

She offered for them here. 

And may wo all be followers of those who 
through faith and patience have inherited the 
promises. C. 



At Owensboro, Ky., December Slat, Alice 
WiECHEBTER, aged 27, wife of Boyd Winchester, 
Esq. 

When the philosopher misses a star from the 
Heavens, ho is cheered by the hope, that it has 
passed merely beyond the range of his teles- 



cope, and that after wandering awhile in other 
regions of the Universe, it will revisit his eyes 
with light. It is as those who sorrow without 
hope, that we mournfully gaze for the loved 
ones, that glittered in the firmament of our 
hearts, and like these dropping, dying stars 
have faded away from our sight. A wife’s 
light so mild, so pure, so constant, so firm, 
ever shining from gentle, loving eyes, persua- 
ding to grace and goodness — a mother’s steady, 
soft and earnest light that beamed through all 
the wants and sorrows of her children — gone 
out— forever? No! Nol The light has not 
gone out. It is shining beyond the stars, where 
there is no night and no darkness, forever and 
forever. We knew the deceased intimately, 
and loved her for those characteristic features, 
which so fascinated, and endeared her to all 
with whom she came in contact. A wemau of 
quick and active mind, sincere and honest 
friendship, a generous and unselfish heart. 
Possessed of a delicate sensibility, which show- 
ed itself in affectionate assiduity, and stamped 
on every action, a soft, kind and tender char- 
acter. A confiding manner, foundod in mag- 
nanimity, innocence, coodness of heart, and an 
amiable persuasion tnat others are not worse 
disposed towards us, than we are towards them. 
A child-like freshness, a simplicity, springing 
spontaneous from the heart, and carrying into 
daylight with its own modest buds, sweet and 
dear flowers of character. A serene devoted- 
ncBS, a quiet fullness of heart, diffusing some 
degree of happiness to all around, but wrap- 
ping the objects of its love and caro in the very 
mantle of devoted affection. Such were the 
qualities of our deceased friend, which so 
adorned andheautifled her life. When we con- 
template her many virtues, her youth, her 
bright hopes for life, and her untimely death, 
we are almost inclined to murmur at the in- 
scrutable^Providence, that so suddenly called 
her from our midst. 

The deceased was the daughter of James and 
Alice Peck, of Louisville, aud was msrried 
Sept. 30th, 1857. During the summer of 1856, 
sbo united with the Second Presbyterian 
Church, under the ministration of Rev. Stuart 
Robir son, and lived a life cultivated under God 
and in the presence of death. A husband and 
two small children are thrown into the deepest 
sorrow by this irreparable loss. May God 
sanctify this aflliction to their eternal good. 

As fair in spirit as in form. 

Living she made our home on earth a heaven. 
And dying she took our home to heaven with 
her. 

Treasurer's Acknowledgement of Con- 
tributions to the Kentucky 
Board of Aid. 



THE LAND WE LOVE.iW^Hyi & 



A MONTHLY, 

Devoted to Literature, Agriculture and 
General Intelligence, and comprising 
Reports of Battles, Incidents and 
Anecdotes of the late liar, 
never before published. 

By GENERAL D. H. HILL, 

(late of the Southern Army.) 
Propeictorb ; J. P. IRWIN, D. H. HILL. 



IMPROVED 



TERMS: We propose to publish a Maga- 
zine, containing from sixty to eighty pages, of 
the site of those of Blackwood’s Magazine, for 
THREE DOLLARS a year in advance, or 
FIVE DOLLARS, if not paid till the end of tho 
year; aud to begin the issue on 1st May, provi- 
ded that the subscription list will justify the 
undertaking. Tho cash subscribers not to pay 
till after the receipt of the first number. 

^^iS,SubscrrptioDB will be received at this 
office. mar22tf. 



Amount reported March 7, 1886 $13,795 62 

. Received Since ; 

From Hebron Church, Ky., additional, 13 00 

Midway Church, Ky., additional, 24 10 

Versailles Church, Ky., 144 40 

M. Ryan, Maysville, Ky 100 00 

Other friends in MavBTille, Ky 15 00 

Pennsylvania Run Church, Ky 14 05 

Mrs. Maria T. Daviess, Harrodsburg, 

Kentucky 5 00 

Mrs. J. M. Samuel, Frankfort, Ky 6 00 

John L. Edmonds, Lebanon, Ky 1 00 

Wm. Irwin, Mount Sterling, 111 4 75 

Friends in Cincinnati, Ohio, by Wm. 

Garvin 70 00 

Mrs. A. D. Wilson, Hodgenvillc, Ky ;.... 5 00 



Grand Total $14,100 

James H. Hudeh, 
Secretary and Treasurer. 
Louisville, Ky., March 20, 1866. 
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The Presbytery of Ebenezer 
Willjmeet in Elizaville, on Friday be- 
fore the third Sabbath in April, at 7 P. M. 

R. F. Caldwell, 
Stated Clerk. 



The Presbytery of Nashrllle 
Will meet in Franklin, Tennessee, on the 
Thursday before the second Sabbath of 
April — the 5th day — at 6J P. M. 

Presbytery of West Dexiu^en. 

ThePresbytery of West Lexington will 
meet in Versailles, on the Tuesday after 
the 2d Sabbath in April, at 7 o'clock, f. u. 

Jonx S. Hats, S. G 



The Presbytery of Lonisyille 
Stands ajourned to meet in Middletown, 
at 11 o’clock, A. M., Tuesday, April 10th 
Sessional Records and Statistical Reports 
should be placed on the Clerk's desk im- 
mediately after the organization of the 
Presbytery. Robert Morrisox, 

March 2, 1866. Stated Clerk. 

The Presbytery of Memphis 
Will meet in Bolivar, Tenn., on Thursday 
the 12th day of April, at 7 o’clock, P. M. 
Statistical Reports and contingent funds 
from Churches will be called for. 

R. R. Evaxs, 

Stated Clerk. 

Germantown, Tenn. 

DEPARTURE OF TRAIN'S. 

Donisvllle aud Nashville Railroad. 

KMhTlll* Pawnger Train 7:00 A. M. 

Lolxuiou Train 6:30 A. M 

Bardtlown Train 4:20 P. M 

Lsouisville and Frauktort and Isexing^ton 
and Frankfort Railroad. 

Kxpr<88 Train 6;00 A. M 

** “ 2:20 P. M 

Accommodation Train 4:60 P. M 

liOuiATillCp New Albany and Chicago Rail 
road. 

Chicago KxproM .. 9:30 A. M 

St. Looia Night Exprosa 9:20 A. M 

JelfersonYille Railroad. 

Cincinnati Xxpreas 2:30 P. M 

8t. Louis £xprf«a 9:15 P. M 





ISTEW CARPETS, 

OF EVERY GRADE, VIZ : 

Royal velvet carpets,- 

ENGLISH BRUSSELS CARPETS; 
ENGLISH tapestry CARPETS; 
BRUSSELS STAIR CARPETS; 
WOOLEN CARPETS, all grades; 

3 PLY and INGRAIN, all grades. 
Felt CarpeU an<l Druggets, 

Velvet ac<l Brua^cla lines, 

Axmioater Hugs and Mata, 

Velvet and Adalaide Mata, 

India iiubber Nursery Cloths. 

Floor Oil Clotlis, 

All Widths in Kew Designs. 

Real Lace Embroider’d Curtains; 
Nottingham Lace Curtains; 

Reps English and German Damasks; 

Brass Cornices, new and rich patterns; 
Loops and Hooka for Curtains; 

Moquets, Velvet Plushea; 

And all kinds Car and Carriage Trimmings. 

Together with every article used in House 
and Steamboat Furnishing — including 
LINEN TABLE CLOTHS, TOWELS, CRASH 
NAPKINS, Ac. Ac. 

MATTINGS . 

Cocoa and Canton Mattings. 

We have now in Store, and are receiving 
daily, a full assortment of the above named 
goods, to which we invite the attention of 
purchasers, confident we can present as large 
and varied a Stock as is to do found in the 
West, and at as low prices. 

DUVALL, KETCIIUM & CO., 

No. 81, 4th Street, between Main and Market, 
Louisville, Ky. 

WALL PAPER. 

All kinds, at COST — to close out tho entire 
stock. D„ K. A CO. 

mar 8-6t 



SEWING MACHINES, 

ARE THE 

Cheape.st, 

Simplest, 

and Best, 

FOR 

FAMILY TJSF. 



A. A. COBD0!»^. J. J. HARBI90X. O. HARB180N 

GORDON, HARRISON k CO., 

WHOLESALLE 

Foreign and Domestic 

DRY GOODS, 

No. *00 West Main St., 

(Between Seventh and Eighth, South Side,) 
LOUISVILLE, KY. 

March 8. 2m. 



JOHN WATSON, 

Leather & Saddlery Warehouse, 

No. *80 Main Street, 

Between Seventh and Eighth, Louisville, Ky. 

^V"0ULD invite tho trade to examine hie 
Stock, which he will sell at the lowest prio es 



consisting in part of — 
Sole Leather, 

Upper Leather, 

Bridle Leather, 
Harness Leather, 
Skirling Leather, 



Pod Skins, 

Enameleil Leather, 
Stirrup',B ills, Buckles, 
Saddles, Bridles, 
Harness, Trunks, 



feb 8 



Carriage Makers’ Materials, Ac. 



NOTICE. 

IfR. JAMES M. HEATH has an interest in 
my business, from and after January 1st, 
1866. • GEOi W. MORRIS. 



GEO. W, 



REMOVAL. 

MORRIS. J. 



M. HBATH. 



GEO. W. MORRIS, 
WHOLESALE GROCER, 

AND DEALER IN 

Foreign Fruits. 

113 Maiu Street, North aide, between 3d 
and -tth, 

LOUISVILLE, KENTUCKY. 

Where can be found at all times a large and 
well assorted Stock of choice gooils, embracing 
a greater variety than is usually kept in houses 
in this line of business hero or elsewhere. 
City and country merchants are invited to call 
and examine for themselves before making 
their purchaees: feb 8 



TO TEACHERS. 

I address this card to you, feeling there is 
sympathy existing among us, which prompts 
us to give each other all the aid in our power. 
A proscriptive constitution has driven me from 
a uelightlul home, and compelled me to sell 
very desirable School property at a sacrifice 
I wish to remove to Kentucky or one of the 
Southern States. I have been a teacher for 
twenty years — was educated at the University 
of Virginia, and have been the Principal of th'e 
Glasgow Female Seminary for sixteen sessions 
in succession. My wife is an accomplished 
teacher and composer of Music. Teachershav- 
ing School Property for sale, or who can give 
me any information as to a desirable locality 
for establishing a School, will confer a favor 
by apprising me of the fact. 

FRENCH STROTHER. 

P. S. I have no objection to forming a co- 
partnership in a prosperous School. 

Glasgow, Missouri, March 23, 1866. 

Universal Clethes Wringer 

AND 

DOTY WYSHFR. 

^rHESE CELEBRATED MACHINES ARE 
-*- coming into general use. 

Over 2 2 5,000 

Of them have been sold and are now im use in 
the United States. 

They save tho Labor, Clothes, Time, Health, 
and Strength — will pay for themselves every 
year, in the saving of Clothes alone — so says 
Orange Judd, Proprietor of tho American Ag- 
riruHitralist, and so say thousands. None can 
afl'ord to do without them. 

WE WANT CAXVASSEKS 

In *\-ery County in the Country, to aell them 
and make money. 

Bond for circulars and terras, to 

C. WILLIAMS, CareofH. W. WILKES, 
Corner of Main and 4th Streets, Louisville, Ky. 
Where they are Retailed by H W. WIT.KE6, 
B. C. BROWNING, 

32 Courtlaud Street, N. Y. 

March 22— St 
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RECENT IMPROVEMENTS 

Render the WHEELER & WHLSON 
immeasurably Buporior to other Ma- 
chines, and capable of doing all the dif- 
ferent varieties of Sewing ever required 
in families, from the 
THICKEST & HEAVIEST CLOTH 
Manufactured, to the Finest 
CAMBRIC, SWISS, MULL, &c. &c. 

There is no Machine in tho world that 
can do so great a variety of work as the 

IMFRO YFD 

Wlieclor YV'ilsoii 

or give such thorough satisfaction. 

OYFR 200,000 

Are now in nse, anti its 
yearly sales more than 
c«n»ui all otliex's 

COMBINED. 

The rise and fall of numberless 
Machines heralded as “superior 
to all others,” has convinced the 
public that it is safer to buy a 
good article of established repu- 
tation than to risk their money 
in doubtful experiments. 

EVERY MACHINE IS 

Warranted Three Years. 

FULL INSTRUCTIONS GIVEN 

At the bouse of tho cuetoraer, and neither pains 
nor expense spared to have them thoroughly 
understood ana used successfully. 

With each Machine we furnish complete 
printed directions, and persons at a distance 
can soon learn to operate them. 

SEND FOR A CIRCUTaAR.-^ 

WM. SLMXER & CO., 

NO. I, Masonic Temple. 

Feb. S.-ly. LOUISVILLE, KY. 



MOUNT WASHINGTON 
Male and Female Academy. 

Rzv. J. W. Heaokx, Principal, 

Mbs. Jf. E. Heaoe!i, Assistant Principal, 
Miss^Iexa Crcm, Teacher of Instrumental 
and Vocal Music. 

Having removed from Cloverport, Ky., to 
:t. Washington, the Bubscriber'will open his 
school for tho reception of eludonts, on tho firat 
Monday of September, 1865, to oontinuo for a 
session of twenty weeks. 

TERMS. 

Primary, ono half in advance, $9 00 

Junior, - 12 00 

Middle 15 00 

Senior, 18 00 

Latin and Greek, Extra 4 00 

Loeaons-on Piano per session, 23 00 

Use of Instrument, 5 00 

Mt. Washington is a pleasant, healthy town, 
situated on the Bardstown pike, twenty miles 
from the City »of Louisville. The stage leaves 
Louisville every Tuesday, Thursday and Satur 
day morning at 9 a. is., tor Mt. Washington ar- 
riving there for dinner. A limited number of 
St-jdents can bo accommodated with the Prin- 
cipal. 

Boarding, lights, fuel and washing, in house 

of Principal, 

Washing per dozen 

Boarding can be oblniued in good families in 
town, at very reasonable rates. 

Students will be charged from the 4'me they 
enter, and no doductioiiii, unless in cafes of pro- 
tracted eiekuesB. 

Boarding Students will supply their own 
toilet snap, towels, blacking, Ac. Students will 
be expected to maintain an orderly licportnicnt, 
otherwise, they wi'l not bo retained in school. 
For further particulars, address 

J. W. ITEAGEN, 

Aug. 15th. Mt. Wabhixotox, Kt. 

Bellcwood Female Seminary. 

'■DHE NEST SESSION of this Institution, 
will open on Moxdat, the 4th of Septet -be. 
A few additionsl rooms have been erected i 
the close of the last Kession, so os to aecominu- 
dato all who may apply. The Principal will 
bo assisted by six able and accOmpiiahea teach- 
ers in their respective dcpartiueuie. The situa- 
tion isrctire-l, being wholly in the country, and. 
yet accessiblo six times a day by Railroad. The 
cpnrso of study is thorough — the government 
mild but firm, and the fociliUew for an educa- 
tion both useful and ornamental, equal, to any 
in this region. For Chtalogues coiitainin'g 
terras, Ac., apply to the undersigned, at Hobbs’ 
Station, Jefferson county, Ky. 

Aug. 10, 1865.— tf W. W. iriLTi. 



B.4RDSTOWN 

FEMALE ACADEMY. 



T>nE NEXT 
FEMALE 



Ogelthorpe University 

BY ORDER of the Board of Trustees; the 
exercises of this Institution will be resum^ on 
the 16th of January, 1866. 

Prof. R. C. BHirn, Sec’y. 

In addition to the regular Collegiate course, 
an Acadeniica! and Preparatory Department 
will so be conducted by the Faculty m which 
will be afforded instruction in Book-keeping, 
French and all the other branches of a tho- 
rough business education. 

In tho Scientific Department, special promt 
nance will be^iven to Agricultural Chemistry, 
(with Analvsis and improvement of soils) Ge- 
ology and ^ineralology as connected with 
practical Mining ano Engineering.^ 

Instruction will also bo giving in MiJitary 
Tactics. 

EXPENSES. 

Tuition per term of five months $30 00 

Book-keeping, Engineering and Modern 

Languages, additional charge, 8 00 

Boarding, washing and Room rent per 

month, 25 00 

Those who prefer it, can have everything 
furnished (except Tuition) for $150 per term 
half tu advance. 

Original owners of Scholarships, pay no Tui 
tion fees in the Collegiate Depart ment. 

Of wounedod soldiers and of the sons of sol- 
diers wounded or killed in the war, no pay- 
ment for Tuition will be required: 

The Instructors in the several Departments 
will be. 

Rev. R. C. Smitti, of Alabama. 

Prof. Pacl C. Mobtox, of Virginia. 

Prof. P.. H. Bamset, 

Late Rector of Midway Academy. 

For farther particulars, address Prof. R. C. 
Saiitii, Milledgeville, Ga. 

Feb. 8th — 2t, 

Two New Books, 

By the Author of the Schouber^-Cotta- 
Family. 

Winifred Bertram and the World she lived 

in $l 75 

Mary the Handmaid of the Lord, 1 25 

ALSO, BY THE SAME AUTHOR, 
fehronicles of tho Schonberg-Cotta-Fami- 

ly, 1 *0 

Diary of Mrs. Kitty Trevylyan, 1 50 

The early Dawn, a 1 50 

Sunday School Edition of the above three, 

each, 1 60 

The Song without Words, 1 00 

Cripple of Antioch, 1 25 

Martyrs of Spain 1 ^25 

The 'Two Vocations, 125 

Tales and Sketches 1 -25 

Voice of Christian Life in Song, 1 -60 

The Three Wakings, 1 25 

The Black Ship and other Allegories, "90 

Wanderings over Bible Lends and Seas, 1 225 
Any of the above, sent by mail, postage paid, 
on receipt of the price. 

A. DAVIDSON, 

95, Third street, near Market^ 
Louisville, Ky. 



HARMONY HALL 

MUSIC HOUSE. 

THE GREAT 

Musical Emporium 

OF THE SOUTH-WEST. * 

(Late Tripp A Cragg.) 

Wholesale and Retail Dealer in the Best 

Manufactured in this country, among which 
may be found the 

New Scale 7 1-4 Oct. Pianos of 

H-A-XISTES 

*Which have been pronounced by competent 
judges the boet square Piano made. Aud the 
great 

WEBER PIANO, 

Which is acknowledged by all to have no supe- 
rior. Also tho 

Wm. Knabe & Co’s. 

Celebrated Pianos, together with my SCHOOL 
PIANO, the best low priced Piano in the mar- 
ket. All of which wilt be sold at manufactur- 
ers prices, or as low as the lowest, and war- 
ranted to give perfect satisfaction without limit 
of time. I am also whelcsale and retail Agent 
for 

Mason & Hamlin’s Celebrated 

CABINET ORGANS, 

Which are far superior to any other Instru- 
ment of the kind. Illustrated Price-List Cir- 
culars sent free to any address, on application, 
I have the largest steak of Sheet Mnsic, 
INSTRUCTION BOOKS, STRINGS, and all 
kinds of MUSICAL MERCHANDIZE, which 
will be furnisheil to DEALERS, TEACHERS, 
and SCHOOLS at the usual discounts. 

LOUIS TRIPP, 

Nos. 92 and 94 .Tefferson St., between Third 
and Fourth, south side, Louisville, Ky. 

Feb 8 



SESSION ofth" BAP.DSTOWN 
ACADEM 7. will oped on the 
Seooxd Moxdat oC Sei-iekber, aud continue 
through a term of Fortv Weeks. 

TF-R.MS— REGTOAP. COURSE. 

Tuitiox axd Board — inoluding wUslliiq^, 

lights, and fuel in jirivate rooms, -i249 00 

Pens, Pencils, Ink ; and Fuel and Ligljts 

in public rooms 4 Ofl 

EXTRA COURSE. 

Charoes for the Extra Col-rse — As Music, 
Harp, Piano, GuitRr; Ahcient and Modern 
Languages; Drawing; Painting; Embroidery, 
Ac., are the sanio aa are usual in Schools of 
equal rank. 

Atter an absence of only four year*, 1 -have 
returned to take charge of tho Academy which 
has been uuder my direction for about fifteen 
years. Hence, I dp not deem it necessary to 
restate here its coarse of study, and the par- 
ticular ideas by which ila management is con- 
trolled. A brief s’.alcment of these poinU will 
be found in tho Circular of tho School for tho 
coming session. 'Those desiring a Circular, or 
anv further iuformation, vrill please address 
ml J. V. COSBY, 

August 10, 1864.-tf Bardstown, Ky. 

SPRING AMJ SUMMKK COtTttSE. 

UNIVERSITY DISPENSARY 

AND SCHOOL OF 

Frdctical Medicine and 'Surgery 

Cor. 8tli Si Chestnut Sts.,~toulsvl!le, Ky. 

This institution ia designed to afford Medical 
Students opporluniles for prosecuting their stu- 
dies in a thorough aud systematic manner 
throughout their entire course. 

Y'oung men wishiag to engage in the study of 
Medicine will be rcceivej as private pupils, di- 
rected. in their stfidics and submitted to dajiy 
examinations, accompanied by explauatord 
lectures, Ac. They will have access throughout 
the year to the Medical Library, conteiniugpver 
five thousand volumes, and to tho 'Museuta of 
the Medical Department of the University, with 
its splendid collection of Models, Cliarts, and 
Anatomical preporationsj The University Dis- 
pensary furnishes every desirable clinical ad. 
vantage. Students will here witness the exam- 
ination and treatment of . all varieties of medical 
and surgical diseases, and as soon as they are 
safUciently advanced, rases will bd entrusted to 
their individual oarc. They will be taught the 
application of tho baodage, afforded opportuni- 
ties for catheterizing, extracting teeth, using the 
speculum uteri andanijand performiM many 
other operations in minor surgery Bopecinl 
pains wilt be taken to maintain an 
obstetrical and female clinic, aud one o. _ 
cases of labor will be assigned to each student 
during the year. As each member of tho class 
will be called upon in turn to serve as apothe- 
cary to the institution, a thorough knowledge of 
Practical Pharmacy msy thus bo acquired. 

Students will be required to famish their owfi 
text books. 

Terms. — Regular Students, $100 a year or 
$12,50 per month. 

All payments must be mado in advance, or 
note with good seenritv given. 

T. P. SATTERWHITE, M.D. 
July J. GOODMAN, MD.. 



Castaliaii Female College. 

REV. CHA6. H. DOBBS, Principal, assisted 
by a corps of competent Teachers. 

Situated at tho celebrated Castalian Springs; 
Holmes County, Mississippi. 

The attention of all who have in charge the 
education of female friends and relatives, is call- 
ed to the peculiar advantages of this Institution, 
The course of studies is thorough — no one 
will be permitted to enter a class, unless thor- 
oughly qualified. The location, ihree miles 
from Durant Station, on tho ilississippi Cen- 
tral Railroad. No stores nearer than this Sta- 
tion. Churches convenient. The health of 
the place is must excellent. The mineral wa- 
ters are unsurpassed, and possess wonderful 
medicinal properties for curing indigestion and 
its train of evils ; its external use is excellent 
for weak eyes, ulcers, etc. 

The buildings are ample for the accommoda- 
tion of a great number of students without 
crowding them together ; tho rooms are large 
, and spacious ; tho grounds are beautiful. Strict 
attention will be paid to tho morals of those 
entrusted to our care — free, however, from sec- 
tarian influence. The first Session willi com- 
mence Jan. 10, 1806, and close the Friday pre- 
vious to Christmas, allowing a vacation during 

tho summer of about two months. 

TESUS rZE MONTH. 

Primary Department $6 08 

College proper ' "" 

Music— with use of Instrument 5 50 

Latin and Greek 2 00 

French, Painting, and Drawing, each 3 00 

Boarding— including washing, lights, 

fuel, Ac 2® 

Incidental expenses 50 

Students will furnish their own Bod-Linen 
and Towels. Clothing must be plainly marked. 

^^“Lot Southern people help to build up 
ho^ institutions. For further information 
apply to the Principal, Durant, Miss. 



SLAVERY, 

AS BECOOSIZED IK TU* 

MOSAIC CIVIL LAW, 

Recognized also, and Allowed in the 

Abrabamic, Mosaic and Cbrlstian Cburcb, 

Being one of a Series of Sabbath Evening Dis- 
courses on tho Laws of Moses, 

BY REV. STUART ROBINSON. 

For sale by A. Davidson, 303 Third street, 
Louisville— Price 50 Cents. It vrtll bo sent by 
mail pre-paid, on receipt of the price. 



D. C. HEISKELL, 

MERCHANT TAILOR, 

No. 569, Main-street, opposite the Galt 
House, 

LOUISVILLE, KY. 

March 23.-tf , 

TPIE HISTOiR-Y 

OF TOE 

CHURCH OF GOD 

DUKI.SO TirB 

PERIOD OF REVELATION.' 

The Lord is great in Zion.— Ps- 39:2. o 

Bt Rev. CHiBLES CoLOoct Jokes, D. D. . . 
As soon as the requisite number of subscribers 
is obtained, the work Avill 6c Published in two 
volumes royal octavo. Prio*$4. Ministers a^ 
Christians are respectfully my, ted t, subscribe 
aud to obtain subscribers. All communieati 

addressed to 

Prof. JOSEPH JONES, M.D., 

Augusta,. Ga.) or to 
Col. C. C. JONES, New York, or to 
Rev. B. Q. M.4LLARD, Atlanta, Go. 

Jan. 25 — 



BELLS! 

MENEELY'S west troy 13121,1, 
, FOUNDRY, 

[EST.VBLISHED IN 1826.] ' 

B ells for churches. Academies, F-vi-toriyS, 
Ac. mad© of Bell-motal (Copper 

and Tin,) mounted with Improved Patent.^ 
Mouatiugs, and warranted. Orilcr* ^ud ou(^m- 
rioa addressed to Uio undersignijd, will nave 
prompt attention, and an illustrated catalegue 
sentfr<>e,upon^applie^atiom _ MENEELY^ , 
Sept. 7, 1865. "West Troy, h . 'i 
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REVIEWS. 

The London Quaeteui-y Review — for 
January 18CG — has come to hand. It con 
tains many articles well worth reading. 
They are as follows, viz; 1. Livingston’s 
Zambesi and its Tributaries. 2. Simon 
de Montfort, Earl of Leicester. 3, Ten- 
nyson's Enoch Arden. 4. M. Sainte- 
Beuve. 5. Groto’s Plato. C. Miss Berry’s 
Memoirs. 7. Palgrave's Arabia. 8. Car- 
icature and Grotesque in Literature and 
Art 9. The Coming Season. 

Address Leonard Scott & Co, 38 Walk' 
er street, New York. ^ 

The Wkstminstee Review — for Janua- 
ry 1806 — has also come to hand. The ar- 
ticles in this number are as follows; 1st, 
John Stuart Mill, on the Philosophy of 
Sir W. Hamilton. 2. Precursors of the 
French Revolution — Saint-Pierre and D’- 
Argenson. 3. Lord Palmerston. 4. Cole- 
ridge’s Writings. 5. Physiological Ex- 
periments — Vivisection. G. The Polish 
Insurrection of 18G3. V. Dr. Livingston’s 
Recent Travels. Contemporary Litera- 
ture, which embraces a great variety of 
subjects both secular, scientific and relig- 
ious. Address Leonard Scott, & Co.. 38 
Walker street. New York. 

Blackwood’s Magazine — for February, 
has also been laid upon our table. This 
Magazine is always welcome containing 
as it does a series of articles which are 
continued from month to month. This 
number contains the following, viz: 
What will the Government do. Sir Brook 
Fossbrooke — Part ix. Memoirs of the 
Confederate War for Independence — 
Part vi. A visit to the Big Trees. Re- 
ligio SpenserL General Lamoriciere. 
Miss Marjoribanks — Part xii. Stuart Mill 
on Mind and Matter. Cornelius O'Dowd 
upon Men and Women, and other Things 
in General — Part xxL 

Address Leonard Scott, & Co., 38 Walker 
street. New York. 



Memsrial of George L. Sampson — By 
Rev. II. J. 'Van Dyke, Brooklyn, N. Y. 

This memorial is in the form of an ad- 
dress delivered at the funeral of Mr. 
George L. Sampson, who was for many 
years a ruling elder in the First Presby- 
terian Church, Brooklyn, New York. Mr. 
Van Dyke pays a high tribute to the ex- 
alted worth and piety of Mr. Sampson. 

Godkt’s Lady’s Book — for April, has 
been received. This number is beauti- 
fully illustrated, and filled with interest- 
ing reading. L. A. Godey seems to un- 
derstand well the art of getting up a 
a magazine for the ladies. It may be had 
at most of the Bookstores, or will be 
sent by mail from Philadelphia where it 
is published. Terms$.3, a year in advance. 

The Lady’s Friend. — \ Monthly Mag- 
azine of Literature and Fashion — for 
April. Edited by Mrs. Henry Peterson 
and published by Deacon &, Peterson, 
Philidelphia. Price $2,50 per year in ad- 
vance. 



A Sli.irp Rebuke from a Secular .rour- 
nal of the Unbecoming conduct of 
Uhurcb Members. 

We have read with feelings of shame 
and mortification several accounts, in 
the secular papers, of a very disgrace- 
ful and disorderly congregational meet- 
ing recently held for the election of ru- 
ling elders in the First Presbyterian 
Church, Cincinnati, Ohio. It is howev- 
er, only the natural result of that polit- 
ical action which has become so com- 
mon in our church courts, and which 
must bring utter ruin upon our church 
unless God in his mercy, shall restrain 
men in this wicked course. 

The following article we clip from the 
“West and South,” suggested evidently 
by the disorderly conduct of certain par- 
ties at this congregational meeting. 
Here is what the editor says : 

PRESBYTERIAN DEGENERACY. 

There is great and j ust complaint that 
the Presbyterian Church has become a 
political engine. This perversion of 
course enures to the benefit of the abo- 
litionists, and brings forward for leaders 
in our Western Israel such individuals 
as Leavitt, Matthew, and Monfort. These 
three persons have had a great deal to 
do with the change of the Christian 
polity of that extensive denomination; 
and a change coming from them could 
only be for the worse. They are not 
men of any genius for construction, but 
they have much for destruction. They 
can not build up, but they can tear down. 
They can not purify, but they can cor- 
rupt their whole church organization. 
In the last few General Assemblies they 
have taken a conspicuous part. We 
have been favored with their views of 
the two elements of the late crisis. State 
Rights and negro slavery, and find them 
wholly at sea upon our constitutional 
science, as well as in physiology. But 
the church organization is becoming in- 
fected with their false opinions. It will 
have to be cleansed, and divorced from 
politics, so that it may become a bless- 
ing to the present generation, as it has 
been in the past. Wo hope that the 
time is at hand when the protestant 
churches will return to their former 
sphere of usefulness, the salvation of 
the soul. They have not obeyed that or- 
ganic law, and they arc now of the earth, 
earthy, instead of being of the heavens, 
heavenly. They seek the alliance of 
the State more than the service of God. 
They are no longer a blessing to men, 
but they bring fuel to their passions, 
and add intensity to the phrenzy of the 
hour. In the Presbyterian Church we 
have had constant admonitions of evil. 
It has taken a false view of our duty- 
and it has encouraged blindness and 
cruelty, instead of inculcating that char- 
ity “which hopeth all things, feareth all 
things, and maketh not ashamed.” The 
congregations have dwindled, and the 
quality of religious teaching has degen- 
erated in proportion to the worldlinoss 
and fanaticism of the preachers. Vital 
piety is becoming extinct; and zealot 
rage or idle apathy are the barren ex- 



tremes of the organization. It was on- 
ly last week that the city was amazed at 
! the scenes, almost scandalous, enacted 
i by women as well as men, at the elec- 
j tion of elders in the First Presbyterian 
j Church. The conduct of the leading 
I party was so outrageous that the police- 
j man was brought info the vestry to keep 
order. The majority had less tolerance 
for thnminority than so many politicians. 
The words and ideas that governed the 
choice of elders in the church belonged 
to the lowest vocabularies, and the con- 
duct of the male and female members 
was simply disgraceful. A notable 
phase of the proceedings was tlie con- 
stant vituperation of the minority with 
the taunt that they were rebels, traitors, 
copperheads. Of course the next step 
was to devote such felons to instant vio- 
lence. There were calls for the expul- 
sion of those who dared to debate any 
question before the meeting; and pro- 
posing a ticket was the signal for a 
storm of insulting epithets. Every ef- 
fort wa.s made to give a political com- 
plexion to the weak side in order not 
only to make them odious, but to silence 
all opposition and defeat it by any and 
every disreputable means. Where is 
such a perversion of the church likely 
to end, and who arc to be the next vic- 
tims of its degradation on the one side, 
and of its wrath upon the other? Heavy 
is the rcspoiftibility of those who have 
sent the venerable and dignified body 
of Presbyterians on the downward road. 

We see by our exchanges that a great 
deal of remark is m.ado upon tbo cider’s 
election, and the comments are of a par- 
tisan character. We were on tbo spot, 
and know the difficulty of any stranger 
being able to appreciate the scene or do 
any justice to the actors. Public opin- 
ion here is decidedly with the minority. 
Whatever may be the merits of their 
position, they at least behaved them- 
selve.s well, and the majority suFcr by 
the comparison of deportment. 

Religious Rending for the Southern 
Churches. 

A writer in the Central Preibyttrian, 
referring to the action of the Macon As- 
sembly in organizing aPublication Com- 
mittee, takes the following view of the 
question of the importance of supplying 
their own reading : 

I understand the General Assembly to 
have taken distinctly and definitively 
the ground that the Southern churches i 
have a mission of their own to accom- j 
plish, which requires a permanent sepa- 
ration from the body of which they for- j 
mcrly made a part ; that the grounds of | 
this separation lie something deeper 
than reasons of self-respect, and pro- 
test against the insulting course of the 
Northern Assembly of 18Go; that the 
difference between the Southern and the 
Northern Presbyterian is fundamental, 
especially on the great doctrine, funda- 
mental to any true Presbyterianism, of 
the Headship of Christ in the spiritual 
commonwealth — the autonomy of that 
spiritual government — and its iucompe- 
tcncy, cither to meddle with the civil 
and political affairsof the State, ortosub- 
initto the interference of the State, or to 
volunteer its services to support the po- 
licy of the State. If it is by way of tes- 
timony for this great truth, and its con- 
comitant truths, pf unsccularized church 
courts and ordioances, and against the 
Erastianizing, rationalizing, and philan- 
thropizing tendencies of all Northern 
Protestantism, that the Southern church- 
es have, “in the name of the Lord our 
God, set up their banner ;” then, I 
doubt not, it is one of the most impor- 
tant movements in the history of Amer- 
ican Presbyterianism. “ Money will flow 
into it,” ultimately, from all parts of the 
country. Indeed, it now seems, as if 
this were one of the great purposes of 
God, in the providences which have led 
to this division. It had become utterly 
useless, in the former Presbyterian 
Church, to attempt to fix the attention 
of the people upon the dangers of the 
subtle and treacherous Erastianiam 
which was subverting the church. Now, 
God seems to have raised up a large 
body in the several Southern Protest- 
ant Churches, purified from this error 
by their suffering from it, to testify for 
Ilis truth. 

If this bo the true view of the case, 
then it is of prime importance that the 
Southern Churches shall perceive and 
feel at the very outset that the Northern 
Presbyterianism is no longer their Pres- 
byterianism ; and that the two oan no 
more afilliate with each other than Pres- 
byterianism with Episcopacy, or Meth- 
odism. The older men in the church 
all well know how the fatal error of not 
perceiving the essential difference be- 
tween Presbyterianism and Independen- 
cy, as evinced in the Plan of Union, in 
1801, with the Conneetiout Congrega- 
tionalism, gradually worked itself out in 
the New' England-izing of the church, 
until brought to the verge of utter ruin, 
she violently “ sloughed off” the most 
New England-ized part in 1837, though 
with some of the sound flesh also. — 
Enough of thcfiV«s still remained, how- 
ever, gradually to diffuse its Erastian 
poison, until, no longer held in check by 
the Southern Churches, the Erastian 
party threw off the mask, rose, and cap- 
tured the citadel of Northern Presby- 
terianism in the revolution of 1861-1865. 

As essential to properly guarding 
against the two former errors, and pre- 
venting a like intrusion and capture of 
the only remaining fortress of real Pres- 
byterianism, after a few years, it be- 
hooves the Soutbern Churches at onoc 
to bestir themselves, and provide for 
the religious reading of their people, 
without depending upon the Northern 
journals. Northern periodicals. North- 
ern tracts, or Northern Books. Nay, 
there should be just as much care used 
to avoid the use of Northern Presbyte- 
rian reading, as of Episcopal, or Meth- 
odist, or Baptist propagandist books. 

In conclusion, the writer after sug- 
gesting that forty ministers could be 
found who could furnish the committee 
with as many tracts far more effective 
for their purposes than any forty tracts 
of the American Tract Society, makes 
the general suggestion that ministers at 
the South ; 

“ Must at once begin the work of 
writing, and furnishing their people 
with a religions reading corresponding 



with the spirit and lone of thair preach- 
ing. Already has the cause of truth 
been almost overthrown by our giving 
over tbo writing to the hands of error- 
ists, and contenting ourselves with the 
talking. The people should encourage 
their own men to write. The Assembly 
should shape its policy to encourage its 
own men to write. And the ministers and 
intelligent Christian men and women 
should train themselves to write well. Our 
doctrines, our views, our religious sympa- 
thies should be placed before the, world. 
Wo have, beyond dispute, the advantage 
of our noisy adversaries in power and 
breadth of thought. Our superiority in 
gifts of speech has ever been acknowl- 
edged. And what hinders us from at- 
taining superiority as writers also? We 
have been brought to a time when if 
we speak not to the world of some of 
the great principles of the Gospel, the 
world must go on in ignorance of them, 
and the cause of Christ suffer from that 
ignorance. 



The derertloii in the Scottish Charches. 

“Only let Mr Riiriis rather than Muses 

say It.” 

Among the recent Sabbath pronunci- 
amentoes in Scotland we find one from 
llev. Mr. Burns of the High Church 
(Free Church) Glasgow; who treats the 
law of the Sabbath after this singular 
fashion. 

“There is enough in Scripture and in 
idle known practice of the apostles and 
the early Christian fathers to warrant 
the assumption that the Lord’s-day is a 
Divine institution. Although in no way 
deriving its authority from the Fourth 
Commandment, being absolutely uncon- 
nected with it, there is something in 
that Commandment expressive of a law of 
nature, by which, along with the associ- 
ations which cluster around the day in 
the inquiry as to how the day is to be 
spent, we may be guided to the conclu- 
sion that it is to be spent as a day of 
rest and of worship. I take my stand 
on the last position, and my object in 
the following d soour.se will be to en- 
deavor to show that it is sound and se- 
cure. 

Christ, then, raises the standard of 
morality to the highest possible point. 
Such perfection as He set forth the Dec- 
alogue could never have embraced — 
this new system was altogether different 
and superior. Then I maintain, too, 
that without a special revelation no man 
could have discovered that it was right 
to cousccrato one day in seven to rest 
and to the service of God. Certainly 
before the giving of the law the Jews 
had not discovered taat, and, therefore, 
I think that the patriarchal Sabbath 
seems uncommonly like a myth. No 
man could have discovered, as it was no 
part of his moral being to feel, that one 
day in seven should be kept a holy day. 
The duty of observing the Sabbath was 
not natural or moral, and thus belonged 
to the purely positive part of the Jew- 
ish ceremonial law. But sufiice to say, 
without multiplying instances, that in 
the centuries I have mentioned more 
than Judaic restrictions were introduced 
into the observance of the Lord’s-day, 
and that by the sanction and appoint- 
ment of the church, when ignorance was 
rampant and superstition blind, when 
the Fourth Commandment was offered 
to the faithful as their guide to heaven, 
when a worthless and Judaism was 
presented as asupply for the soul’s deep- 
est wants, instead of a living Christiani- 
ty, vital with the very energies of Christ, 
and a rotten, barren Decalogue given as 
an instructor in morals and rule of con- 
duct, instead of that glorious Gospel be- 
queathed to us by Him in whom and 
through whom all law was fulfilled. 
And, ohi my friends, how very little do 
your stern Sabbatarians think, when 
they arc boasting of their Christiau 
Sabbath, and declaring it to be one of 
the moat precious legacies belonging to 
the Christian Church, that they are 
flaunting the veriest rag of Popery, 
woven by Rome in her darkest days. 
Well, then, in the period of the Reform- 
ers there was naturally a rebound from 
this strict Sabbatarianism. They felt 
that they had received a commission to 
purify the church, and they at onco 
proceeded to remove the abuses of the 
Lord’s-day.” 

The Glasgow Morning Journal, of 
January 22d, deals with Mr. Burns and 
his school of Scotch Theologians, in the 
following matter of fact stylo. 

“What human nature would delight in 
is a divine that could aboli.sh the Deca- 
logue out and out, not merely kill and 
bury it only to bring it all to life again 
but kill it dead, and entomb it finally 
and fully. This was the great and uni- 
versally felt defect of Dr. Maclegd’s 
three hours’ oration. Ho tickled, tempt- 
ed, and aroused us all by pronouncing 
the abolition of the Decalogue — every 
one felt at onco the importance of the 
doctrine, and great days of liberty seem- 
ed to be at hand — but before the speech 
of the Liberator had been concluded, it 
was found from it that we were not to 
steal, not to kill, not to blaspheme, not 
to commit adultery, and to keep the 
Sabbath-day, all just as before! Now, 
no man or minister can make capital in 
this way. The abolition of the Deca- 
logue, if all its prohibitions are to re- 
main in full force, is a literal humbug, 
and everybody sees it to bo so at once. 
The only difference betwixt Mr. Burn.s’ 
sermon and Dr. MacLeod’s speech is 
that the former is rather more savage in 
smashing what he calls “a rotten, barren 
Decalogue.” and rather more rigorous 
in pieceing it all together again. This 
is specially true, as wo will briefly show, 
in the case of the Fourth Command- 
ment, which seems the prime cause of 
all this verbal hostility to the Ten. Mr. 
Burns maintains that the duty of ob- 
serving tho Sabbath is not a natural cr 
moral duty, because no man could have 
discovered, as it was no part of his mor- 
al being to feel, that one day in seven 
should be kept a holy day; and there- 
fore, he thinks that the Fourth Com- 
mandment belongs to the purely posi- 
tive part of the Jewish ceremonial law, 
which we all agree to be abolished. 
This seems to us on tho whole a very 
fair way of stating the question as to 
what is often called “the permanent and 
universal • obligation” of the Fourth 
Commandment. The peculiar charac- 
teristic of the Decalogue is that it is 



moral, that it is required by tho nature ^ man’s countenance was quite sufiicient to 
of God and the nature of man, and is ’ account for Mr. North’s not knowing 



consequently in the very constitution of 
things tho duty of man, and the con- 
dition of his well being. If any essen- 
tial parts of the Decalogue were found 
on examination not to bear this test, the 
views of Dr. Macleod or Mr. Burns, 
we think, would rcccivo considerable 
confirmation. ^4^51= Hear now what 
Mr. Burns says of what constitutes the 
substance of the Fourth Commandment, 
when he comes to speak of the manner 
in which the Lord’s day should be ob- 
served. “Undoubtedly,” he says, “it is 
a day of rest. The law of nature teach- 
es us that. In an age and country like 
ours, where work, hard and constant, is 
the lot of the vast majority of men, 
every seventh day, hy an irrcsitlablc 
physical need, is demanded as a d.iy of 
rest.” This, of course, is just what 
the F’ourth Commandment implies, and 
what better is the authority of Mr. 
Burns for it than the authority of tho 
Commandment? “But further,” he pro- 
ceeds to say, “the Lord’s day is a day 
of “worship — let there be no mistake 
about that,” If there is any mistake 
on this point, it cannot justly be said 
in our opinion to be in the Command- 
ment. It is impossible to discover, in- 
deed, wherein Mr. Burns differs from 
the Comman diiient ; yet to him the 
Commandment is tho least vital part of 
what he calls a “ rotten, barren Deca- 
logue.” It is true, he explains that the 
rest of the Lord's day is not to be con- 
founded with inactivity, with lounging 
over the fire or dozing in bed, that what 
may be rest to one man may not be rest 
to another, and that to go about and do 
good and breathe the fresh air is not a 
sin — which is just what our Lord him- 
self, interpreting the Fourth Command- 
ment, said to the Fharisccs, and what 
everybody has been saying as long as 
we remember. What, then, docs Mr. 
Burns mean or what does he aim at? 
AVcrc he translating his views on the 
Lord s-day into an injunction, it is clear 
that ho could only s.ay, “Six days shall 
thou labour, but the seventh day is the 
Lord’s, and on it thou shall not do any 
work,” &c., and yet he will not allow 
Moses to say this; with all reverence 
and without imputing to him any inten- 
tional irrcvorcuoe, he will not allow it 
to be understood that OoDsays this. He 
prefers that he, .Mr. Burns, should say 
It ! It is surely for the honour of Scotch 
divinity that this incongruous nonsense 
were now brought to an end. 

m ^ > 

Why tied permitted sin. 

A TRUE NARRATIVE. 

Some little time ago, after the conclu- 
sion of Mr. Bruwnlow North’s address 
es in Edinburgh, Scotland, a youug man 
came into the room where he was receiv- 
ing persons anxious for private conver- 
sation, and said to him : 

“I have heard you preach three times, 
sir; and I neither care for you nor your 
preaching unless yon can tcH'me why 
God permitted sin.” 

“ I will do that with pleasure” was the 
immediate reply “ because he chose it.” 

The young man apparently taken by 
surprise, stood speechless; and Mr. 
North again repeated, “ lircanse he chose 
it; and,” added he, “if you continue 
to question and cavil at God’s dealing, 
and vaiuly puffed up by your carnal 
mind, striving to be wise above what is 
written, I will tell you something more 
that God will do — ho will some day put 
you into hell fire. It is vain for you to 
strive with your Maker — you cannot re- 
sist him; and neither your opinions of 
his dealings, nor your blasphemous ex- 
pression of them, will in the least lessen 
the pain of your everlasting damnation, 
which, I again tell you, will most cer- 
tainly be your portion, if you go on in 
your present spirit. There was such 
questioners as you in St. Paul’s time, 
and how did the .Apostle answer them? 
‘ Nay but, 0 man, who art thou that ro- 
pliest against God?’” 

The young man here intcruptcJ Mr. 
North, and said? Is there such a text 
as that in the Bible? 

“Yes, there is,” was the replv, “in the 
ninth chapter of Romans ; and I recom- 
mend you to go home and read that 
chapter; and after you have read it, and 
sec there how God claims for timself the 
right to do whatever he chopses, with- 
out permitting the thing formed to say 
to him that formed it, why hast thou 
made me thus? remember that, besides 
permitting sin, there is another thing 
God has chosen to do — God chose to send 
Jesus! Of bis own free and sovereign 
grace, God gave his only-bcgottcn Son 
to die for sinners, in their stead, in their 
place; BO that though they arc sinners, 
and have done things worthy of death, not 
one of them .shall ever be ca.st into hell 
for his sins who will accept Jesus as his 
only Saviour, and believe in him, and 
rest in his word. I have no time to say 
more to you now; others are waiting to 
see me. Go home; attend to what I 
have told you, and may God the Holy 
Spirit bless it, for Jesus Christ’s sake.” 

This conversation took place on Sun- 
day evening. On the following Friday, 
Mr. North was sitting in a friend’s draw- 
ing room, (the Rev. Mqodie Stuart’s), 
when thcscivantannounced thatayoung 
man wanted to speak to him. Ou being 
shown up staiYs he said : 

“Do you remember me?” 

“ No. ” 

“Do you not remember the young 
man who, on Sunday night, asked you 
to tell him, ‘ Why did God permit sin?” 

“Yes perfectly.” 

“ Well sir, I am that young man, and 
you said God permitted sin because he 
chose it; and you told me to go home 
and read tho ninth chapter of Romans; 
and also that God chose to send Jesus to 
die lor such sinners as I am ; and I did 
sir, what you told mo ; and afterwards I 
fell down at God’s feet and asked him 
to forgive my tins, because Jesus died 
for me, and to give me his Holy Spirit 
to put all wicked thoughts out of my 
head, and he did ; and now I am happy 
oh, 80 happy, sir 1 and though the devil 
still comes sometimes to tempt me what 
rca.son I have to think God has forgiven 
me, I have always managed to getTiim 
away by telling him that I do not want 
to judge things by my own reason, but 
by God’s Word ; and that the only way 
I know I am forgiven is that for Christ’s 
sake, God chose to pardon me.” 

The changed expression of the young 



him again. It was radiant with joy and 
peace. 

Dear reader, the first lc.=son a poor 
sinner has to learn is, to ‘trust ia the 
Jjord with all his heart, and not to his 
own understanding;’ to trust God not 
only for what is explained, but for that 
which is not explained. This is faith ; 
and such faith honors God, and saves the 
eoul. This is receiving the kingdom of 
God as a little child, who always believes 
that ‘things must be right, if father says 
them, and father does them’ and let us 
ever remember that it is written (and 
the Scripture cannotbe broken), that un- 
less ‘wc receive the kingdom of God, 
we shall in no wise enter therein.’ 



The proposal to enact by law the ex- 
istence of Rod and the Divinity of 
llirlst. 

On the subject of the petition from 
Iowa to the United States Senate for a 
theological amendment of the Constitu- 
tion, the Quebec Morning Chronicle, of 
March 2d, mcrnliscs as follows : 

But what will our readers think of a 
petition asking for ‘-.'Uch an amendment 
to the Constitution as will recognize the 
existence of God and the divinity of 
Christ?” We have no doubt they will 
expeiicncc some difficulty in believing 
that such a petition was picsented in 
the United StxtesSenate. There is, un- 
fortunately, no possibility of a doubt in 
the matter. 'I’his cool proposition, to 
recognize, by legislative enactment, the 
existence of the Divine Master of all 
things, came from the Christian State of 
Iowa. It was presented in due form on 
Monday last, by Mr. Grime.-*, the Repub- 
lican Senator Irom that State, and was 
rolcrrod, like any other demand for a 
constitntional amendment, to the special 
committee appointed to consider all pe- 
titions of the kind. The most ludio 
rons feature of this sad exhibition re- 
mains to be told — if, indeed, there can 
be raid to be anything ludicrous in such 
a wretched spectacle. Mr. Grimes, in 
introducing the petition, said that, 
out comtnilling hluisclf in J\icor of this 
particular amendment,” he was glad to 
sec that the people of Iowa were awake 
to the importance of making suitable 
amendments to tbo Constitutionl And 
after premising with this guarded declar- 
ation, and following it up with a few 
words of praise fur his constituents, the 
miserable man went on to defend parties 
asking for constitutional changes from 
tho accusation of seeking to subvert the 
Government. There was not a solitary 
word of comment in the Senate — not a 
single line of censure in tho press. Has 
the Christian ooiiimonwoalth become so 
unsettled in its religious belief that it 
is necessary to insert a clause in the na- 
tional constitution to declare the exin- 
tence of a God ! After all, wc should, 
perhaps, not condemn too sovorcly tbo 
apparent levity with which Senator 
Grimes’ constituents treat a subject of 
such awful moment. They know the 
state of the public mind in their own lo- 
cality, and in the States generally, much 
better than we do. It is just possible 
they may consider it necessary to make 
Christianity cnc of the articles of the 
constitution Ie.st it should be cast aside 
altogether. But, adopting whatever 
view of the case wc please, the incident 
we have just related serves to give a 
rather dispiriting idea of the condition 
of the American people. Whatever 
may be the intention or the result of the 
proposal to remove all doubts as to the 
existence of a Supreme Being by pass- 
ing a bill through both TIouscs, we need 
not to go very i’ar to sock tho cause. It 
can be easily traced to the wide-spread 
tendency of tho most eloquent Ameri- 
can pulpit-orators to jumble religion and 
politics in their discourses until their 
excited hearers arc apt to lose sight of 
the divine teachings of which they hear 
but little for the principles of party of 
which they hear so much. Bcccher, 
Bellows, Wasson, and a whole host of 
others have prostituted tho pulpit to po- 
litical purposes, and have thus effected 
a vast deaf of harm. That there are 
thousands of meek, self-denyingChris- 
tian pastors in the United States wo all 
know; and wc can only say that they 
have a gigantic task before them endeav- 
oring to drive the party-hacks from the 
temples of the Lord. It is, however, 
by Christian teaching that the Christi- 
an religion can be maintained in the 
States — not by a constitutional amend- 
ment. 



Caricatures. — The wits arc bu.sy 
with caricatures of Dr. Norman Macleod. 
One represents him as eating away at 
the two tables of the Law while the 
Presbytery look on with hair on end. 
Another represents him sitting on a 
Pyramid in Egypt, looking into the des- 
ert throuzh blind spectacles, with his 
feet bound in chains. Under him is his 
own dictum: “lie never brought me out 
of Egypt.” Then we have him as a 
modern Samson with the gates of Gaza 
on his back — the two Tables of Stone— 
“crossing over the Tweed, a quiet parish 
church being behind him, and a large 
cathedral in front. It is reported that, 
being high in court favor, it is his desire 
to leave tho poor Established Church 
of Scotland, to join her wealthy sister 
in 1‘lngland, and to live and die a bish- 
op.” Still another favours us with a 
picture of the three innovators, Drs. 
Macleod, Tiilloch and Lee. They are 
represented as “navvies.” Dr. Robert 
Lee is displayed, surrounded wish all 
manner of popi^u paraphernalia, and is 
hounding on his underlings. Principle 
'fulloch who is busy at the foundation 
of the confcs.sion of Faith, while Dr. 
JIacleod is digging a deep hole for the 
ten commandments. The Dr. is saying 
“settle for the Confession, Tulljch, and 
1 11 soon put the commandments out of 
sight.” f>r. Lee encourages with “work 
away my lads with a will, wc’l! make an 
end of the whole thing.” 

Ihrodias' daughter dancing . — A se- 
date and devout Christian leaves dan- 
cing to goat.s, calves, and children, and 
orders his steps according to the word 
of God, and not the directions of the 
dancing-master. 

Ihe vow of llerod. Sinful vows must 
be repented of. God would rather have 
us break our word than his word. 



iTov t!)c €l)Ubvcn. 

The 1’1‘omlso Kept. 

” I promised my father I would not go.” 
James was the eldest boy of a large 

family, and son of a clergyman in . 

He was anxious to study, but his health 
was not thought sufficiently good, and 
he abandoned tho idea. Perhaps bis 
father was also influenced by straight- 
ened circumstances in coming to this 
decision. 

AVhen his son was .about sixteen, he 
went to B , for the purpose of enter- 

ing a dry goods store. His father gave 
him a letter to an orthodox minister of 
his acquaintance there ; ho also gave 

him money enough to take him to B 

and to pay his board for two weeks, 
during which time he must obtain work. 

He had arrived in B , and was on 

his way to deliver his letter as directed, 
when he was accosted by a young man 
who asked him where he was going, on 
learning which, he said — 

“Go with me, and I will help you to 
get work right away.” 

“ Where are you going ?” 

“ I am going to the theatre, and I will 
there introduce }'Ou to a person who will 
help you right away.” 

“1 can’t go — I promised my father I 
would not go to a theatre.” 

J ust as the nonle boy laid this, an el- 
derly man passed him on the sidewalk, 
and he heard the remark. He stopped 
and said, 

“ I am glad to see a boy who remem- 
bers his promise to his father. Who are 
you, my lad ?” 

James told his name and errand. 

“ Well go with me, and I will help 
you.” 

“-And where are you going, sir?” 

“1 am going to a prayer-meeting. — 
’fhe minister wtiom you are seeking will 
probably be there also, and after meet- 
ing is over, I think I can help you to 
work.” 

James went with tho gentleman to tho 
meeting, after which he was introduced 
to the clergyman to whom h's father had 
written. While he was presenting his 
letter, the gentleman who brought him 
there was talking to another man — his 
jiartDCT in business. Then turning 
'again to James, ho said, 

“ Como to our store to-morrow, and if 
you hold out as you have begun, you 
shall never want for friends or employ- 
ment.” 

The minister advised him to go, tell- 
ing him it was one of the best business 
firms in the city. James went and was 
at onco received. Ilis strict integrity, 
industry, and faithfulness endeared him 
to Lis employers. He steadily arose 
from one place to another still higher, 
until ho became a partner in the firm. 
He still maintained his integrity, walk- 
ing in tho fear of God, and now after 
many years, continues to be greatly re- 
spected by all who know him, and great- 
ly blessed in all his business relations. 
Ho often says he owes all prosperity to 
that promise he made his father. 

" Will our young men take heed to 
this lesson ?” 

WIIMe-s First Oath. 

A little boy came in from school the 
other day looking very unhappy. Was 
he hurt? No. Had the boys plagued 
him? No. Had he been in miscliiof? 
No. What was the matter with Willie? 
He had hardly spoken at supper-time, 
and ate very little. His mother went up 
to bed with him, and she asked him 
again, “Willie, what ails you, dear?” — 
“Mother,” said he, “mother I swore. 
The minute I spoke it I was .afraid of 
God, and ran home. Mother, if I could 
only wipe those wicked words out of my 
mouth — if I only could! Mother, will 
God ever forgive me for taking his holy 
name in vain? Pray for me, mother” 
— and Willio sank upon his knees and 
hid his face. His mother did pray for 
him, and Willie did pray for himself — 
prayed to be forgiven — prayed that he 
might never, never profane the name of 
God again. “I’d rather be dumb all my 
life long,” said Willie, “than to be a 
swoifrer.” 

The next day he asked his mother to 
write down all the Bible said about pro- 
fane ^wearing; he wanted to study it, 
and 'fix it in his mind, carry it about 
with him everywhere;” so she found 
and copied this text: — “Thou shalt not 
take the name of the Lord thy God in 
vain ; for the Lord will not hold him 
guiltless who taketh his name in vain. ” 
Exod. XX. 8 . This is tho third com- 
mandment. 



Beautiful. — At a Sabbath school 
anniversary in London, two little girls 
presented themselves to receive the prize 
one of whom had recited one verse more 
thanf tho otlier-,-both having learned sev- 
eral thousand verses of Scripture. The 
gentleman who presided inquired : 

“ And could you not have learned 
one verso, more, and thus have kept up 
with Martha?” 

“Yes sir,” the blushing child replied; 
“but I loved Martha, and kept back on 
purpose.” 

“.And was there any one of all the 
verses you have learned,” again inquired 
the president, that taught you this les- 
son?” 

“There was, sir,” she answered, blush- 
ing still more deeply : “ ‘In honor pre- 
ferring one another.’ ” 

My Staff. — “Did yc ask mo if I 
had a Bible?” said a poor old widow in 
London ; “ did ye ask me if I had a Bi- 
ble? Thank God, I have a Bible. What 
should I do without ray Bible ? It was 
the guide of my youth, and it is the staff 
of my age. It wounded me, and it heal- 
ed me ; it condemned mo. and it acquit- 
ted me. It showed me I was a sinner, 
and It led me to the Saviour. It has 
given me comfort through life, and I 
trust it will give ino hope in death.” 

The late Rev. Samuel Fisko once 
prayed in the pulpit “that the Lord 
would bless the congregation assembled, 
and that portion of it which was on the 
way to church and those who were at 
home getting ready to come, and that, in 
his infinite patience, he would grant 
the benediction to those who reached 
tho house of God just in time for that.” 
By this eccentric method the clergyman 
succeeded in breaking up a bad habit, 
which had resisted all legitimate ap- 
peals. 
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Notice to Undertakers. 




■V^'E take pleasure in aunouncing to the Dn- 
’* dertakers of Kentueky, Indiana, Ten- 
nessee, Arkansas, Mississippi, Alabama and 
Lonisiana, that in addition to our agency I'.ir 
the sale ol 1. C. Shulers A Co’s Justly celehmtod, 
airtight, galvanized wrought iron Caskets and 
Cases, which for lightness, elegance of stylo 
and richnoss of finish and chnstnesa of mount- 
ing, excel all other burial Cases ever olVered 
to the public; we have concluded an arrange- 
ment with W. M. Raymond & Co., of Sew 
York, whereby we can supply undertakers in 
tbo above nanuxl States with Caskets aud Cases 
from their manufactory, at the current Now 
"Vork prices, with cost of trensportalion added; 
which is about 10 per cent less than any other 
Metallic Burial Case can be procured for. 
The Cases of W. M. Raymond* Compony’a 
manulacturo possess great advautages over any 
other caat metal Cases in neatness of finish 
and in having a flange covering tho cement 
joint entirely from view; thereby protecting 
the cloibinglrom tho injurious clUclsof tbo 
cement oozing out of tho joint, which every 
undertaker knows is a groat objection to tho 
Metallic Cases in common uao in this part of tho 
country. With our present arrangoments wo 
oan make it to the interest of Undertakers to 
purchase thoir MetaJlio Casts from us. Wo 
are the only house in the United States which 
can fiimiflh the trade with the goods of both 
these celebrated manufacturers at such low 
prices. 

We hardly docnit it necessary at this day to 
nolioethe suTwriority of the Metallic Cases over 
any womlen box that caa he made in imitation 
of them; in which the remains are floating in 
water after the first rain that falls after inter- 
ment, often for months, and in many instances 
for years, tossy nothing of the dec.ay of wood, 
which renders the removal of remains an im- 
possibility, should it becofie necessary. 

We also keep on hand a general assortment 
of woollen cuRlns, and are prepareil to atlonil 
all funeral calls in city or country by day or 
night. KINO k OWEN, 

South-east corner of Jefl'err on tnd Third 
streets, Ijoujjville, Ky. 

March 9Hi, 1S05. 



Rare and Valuable Books. 

The Complete 'Works of Rev. Ralph Ers- 

kine, 3 vols. Folio, $18.00 

Mageo ou tho Atonement, 2 vols, 6.00 

Wiisius on the Covenants, 2 vols, 4.00 

The same in 3 vols, 5.00 

Romnino’s complete Works, 8 vols, 8.00 

Hunter’s Saoreil Biography, 8 vols, 6.00 

A Treatise on Christian Doctriuo by John 

Milton 5.00 

Observations on Various Passages of 
Scripture, by Rev. 'Phomaa Harraor, 



An Essay on tho Doctrine of tho TVinity, 

by Rev. James Kidd, A. M 2.50 

An exposition of tho Prophet Ezekiel, by 
Rev. Wm. Greenhill, 7.50 



Analecta Theologica : A Critical Philogi- 
cal and Kxegetical Commentary on 
tho New Tcsfemetit, adapted to tho 
Greek Text, by Rev. William Trollope, 

2 vole - 5.00 

Contemplations on the Historical Pas- 
sages of the Old and New Testaments, 
by Joseph Hall, D. D., 3 vol. mor,... 6.00 

Sermons on several important subjecta 
connected with the GoBjlhl of Christ, 
by Rev. Robert Lovett, A. B., Chap- 



lain to the British Embassy at Paris,... 2.00 

Works of Bishop Cranmer, 2 vols, 4.00 

'Works of Bishop Jewell, 3 vols, 6.00 

Works of Thomas Bocon. 3 vols 6.00 

Works of Bishop Ridley, 1 vol, 1.50 

Works of Bishop Coverdalo, 1 vol, 1.50 

Works of Bishop Pilk ington, 1 vol, 1 .50 

Bullinger’s Decades, 1.50 

Zurich Letters— 2d Scries, - — 1.50 

For sale by A. DAVID80N, 



Louisville, Ky 



Tlie Soutlicr’d Prcsbylcriim Review 

CONDUCTED 

Hy AN ASSOCIATION OF MINISTERS, 
IN C 0 L U M B I A, S. 0. 

'•lailE FOURTH NUAIBER of Vol. XVI., will 
-k bo issued early in 1866. 

'Txbji*— 'THREE DOLLARS per volume — Sin- 
gle Numbers, Oxe Duu.Aa. Postagp 
paid by the publishers when Bubscri;i’- 
lions are paid in advance. 

A large number of subscriptions promptly 
paid, and the general payment of arrearages 
now due, will be indiaponsihlc to enable us to 
continue our publication without pecuniary 
loss. Wc hope, therefore, that all our subscri- 
bers will forw.ard the amount of t|ieir subscrip- 
tions for Vol. XVll. as promptly as poesible. 

We OKpoetto [Hiblish tho w’noleof Vol. XVll 
as wellas No. 4 of Vol. XVI. during the year 
1806. 

All communicaltohs should be addressed to 
REV.JJAMEB AVOODROW, 

Doe 14.' Col.ujiBiA,S. C. 



BIUTISII PERIODICALS, ^ 
VIZ; 

THE LONDON QUARTEULY REnEW, (Conserva- 

live). 

THK KPINBURGH UEVIKW (Whlsr). 

TUK WKSTMINISTEU KEVIKW (JUilicM). 

TlUC NORTH RRITIBH REVIEW (Krwj Church). 

AND 

BLACKWOOD’S KDINDUROn MAGAZINE (Tory)* 

The Amerkiui Publishers contfnno to rcjirint the 
Hbbre-niimrd IVriotficals, but as tho cost of printing 
)iiu» poosLBD, tiu) price of (Mpor ue«r]y tubulro, nuil 
tuxcfi, lioonsw. olc., lar^i^ly iacrunsod, they are 

conipeltod to adriuice their terms as follows ; 

TERMS KUB 18l>5 

Per onituM. 

For auy one of tho Reviews $4 UO 

For any two of tho Roviev.3 7 00 

For any tbitS) of the lieviews... 10 00 

For all four of tho Reviews 12 00 

For Blackwood's Magazine 4 00 

For Blackwtkod and one Review 7 00 

For Blarkwoofi and'any two of the Ib'riewrio 00 
For Blackwood and tUriAe of the Keviews...i:i 00 
For Blackirood and the four Reviews IS 00 

The works will be priuUvi oa a grtatly imfror».l 
ttjofpapn-, and while iioarly all American Perloilicals 
are eilhnradvunoi'd in price or roducod in size— and 
very generally both — we shall continue to give faithful 
copies of all the matter contuliied In the original odi* 
tions. Ilruce, our presout priCkM will be touud as cheap , 
for tho amounc of matter furuishod, as those of aty 
of tho coiDM'iiiig periodicals iu this country. 

CbnipHi^ with the ctwtof tho ori;;inal editions, which 
at the prew'ut premium on gold Would bo about $100 a ■ 
year, our prices (515) are exc»*edingly low. Add t ’ this 
the ftict that wo Duke our annoiil ptiyineuts tothoBritv 
ish Publishers for curly sheets and copy right in Goiti — 

31 costing ns at this imo fdan., 1865) ncariy fn 

currency — atid w’e trust tWt in tho scale we have 
atloptod wo shall be entiroly Justified by oursuhscribera 
aird the reading poUic. 

The interest of th<*ee Periixlicals to American readers 
It* rather increased tlmu tiiminished by the articles they 
coiilain on our. Civil H ar, aud th'utgh 8A*nietimes tinged 
with prejudice, tl«*y may still, c»»nsidcrinK tluirgruat 
ability uud^the.di.liweut sUmd«poitits fnmi which they 
are written. read andstudied with advaiitngo by t^o 
people of tins country, of every ort-nl and party. ^ 

THE FOUR RRVIEWS FOR I8«:i. ^ 

few copies of tho above rrmatu on liand, and wUl^ 
bj old at 55 for tho whole four, or 32 for auy one. 

we also imhlioih 

THE FAKMER's GUIDE 

By XlENaT SrEPiitss, F. R. 8., of Kdinbargh, and the 

late J. P. Nobton, of Ya’e Collogi*. 2 vol. Royal Octa 
VO, 1<KK> pages and oumcronB Ka^ravings. 

PRICE $7 for the two Volumoe — by Mail, poet paid, 

LEONARD 800TT & CO. Publisher, 

No. 83 Walker Street, New “ 




